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GENTLEMEN 



TO THE HONORABLE CITY COUNCIL OF PARIS 



PUKE NORTH RUN 
WHITE SEED KYE. 

TIMOTHY AND CLOVER 
SEED. 

CORN, OATS, HAY. 
CEMENT, SAND, LIME, 

HARTFORD CITY", 

KANAYVHA 
AND DIAMOND SALT. 



We Are Offering 



GENTLEMEN— YVe the under. sig^iied, citizens of Paris, 
respectfully request your honorable body to enact and 
have enforced a Curfew Law, If you deem it wise and 
just, such as is in effect in various cities throughout the 
State, in the intere.st of the morals of the boys and girls 
of Paris, our future men and women. 

Signed, 






Now is your opportunity if you need shoes 
None better. This season’s goods. 



DRAWING THEIR OWN CONCLUSIONS. 

When a hou.sehoWer purchases our celebrated MOUNTAIN 
ASH JELLICO COAL, it requires no effort on our part to re- 
tain his tra<le. The quality of the fuel makes him a lifelong 
customer. That speaks volume.s for its gooilness. An open 
grate fire will Imik cheerful THANKSGl AT NG TIME. 



GEO. W. STUART 



l>irectly Opposite L. N. Fr<*ight I>epot 



live eocli lidult member of your family to sign it 
and .send to The Rourbon News.” 



The Curfjw Petition 



THK-VTKICAL. AND OTHtltWlSK 



Iijfluential names are beiiiu addtd 
every day to ibe L'nrfew p>.titioii by 
The News’ Curfew ('onpone. A 
tion banded in last Friduy bore ibe 
nnauimuns endorsement of tbe Paris 
Literary Clab 

Tb.-re are hundreds or I'aris people 
who favor the movement but many have 
so far neglected to cut out the coupons 
and send them in • earing their signe- 
lures. If you think the Curfew will 
prove a good thing for the morals of 
your boys and girls, cot out the coupon 
below, sign it and eend to “The Curfew 
K liter” of The News. 



News and Comment of Stage Matters aod 
OtMv GoMip. 

‘ Zaza,” the wonderfully succtssful 
play by David Beht'^co, which has pack- 
ed the Garrick Tbwtre in New York for 
the better part of two seasons, will be 
the Christmas attraction at the Lexing- 
ton opera bouse. That the play is by 
David Belasco and that it is presented 
by Chas. Frobmao is a sufficient guar- 
anteed that it will be a splendid pro- 
duciion. Paris people can attend the 
matinee and retuM on the late train, 
reaching home at %Ji If past six o'clock. 
There will be qui« a crowd of Parisians 
to go op to the matinee. Orders for 
seats will receive prompt attention by 
Manager Scott. George D Mitchell, of 
this city, can give further particulars. 



In aSi the latest styles^ ail wi^'aitlis and si 
Remembsi* $4 buys as good a shoe as 

is made. 



GREAT SACRIFIC 



The raffle days have come. 
The children oft do ply us 
We have to take a chance 
Or lie like<^ohhuiHa. 



507 West Main Street, two doors below 

Hotel Fordham. 



CLOSING-OUT SALE 



Desks. — Ladies desks in profusion 
at J. T. HinlouV. buy one now. 



Orgauirit*8 Mbitake 



►HELLED Ciiru and oats for sale by the 
wagon or car load. Geo. W. bTCAKT. 



Having detenniDod to quit busiiie'S we oflor 
slaughter prices. 



Walter Champ in Illustrated Kentuckian . ' 

The palm-buuktd and rose-garlanded 
church was tiiled so overflowing with 

gueets assembled to witness Bernard 
bvra>ne and Hellene Castleton plight 
their holy vows before the altar of 
Hymen.. \ 

The perfume ladened atmosphere w'as ; 
tillinl with undeitone pleasantries and | 
the beautiful organ numbers which pre- 
.•tHitnl tbe nuptials. With ill-concealed i 
iiiiputience is awaited the ariiyal of the 
weilding party. 

Presently a stir at the entrance be- 
tokens the presence of the principals. 
Instantly the gaze of a bundretl guests 
IS centered on the main entrance, and 
tbe organist touches the ivory keys and 
they reept>ud with glad siraius. 

By twos the ushers advance with 
quick and sprightly steps. Then the 
best man and the maid of honer, with 
animated mien and rhythmic tread, jiass 
toward the altar and bow low before it. 

With chest distended the groom moves 
with spring step. Deftly the bride 
holds up her train and looks coqnetishly 
over her shoulder as she keeps puce with 
her fiance. At the altar they courtesy 
and separate, making profound 
obeisance. 

The minister’s eyes protrude and his 
face expresses holy horror. The orgau- 
iit has made a terrible mistake. Instead 
of plaviug the bridal chorus he has 
played a cake walk. 



COMMENCING DECEMBER 1ST 



Ai> I iiL*-r,-nt .liiiuitle Of Aud 

Couiiiieitt. 

Picsideut Mclviuley ba.s decided to 
appoint Hou. Bi Utus Clay, ot Kich- 
lu iiid, one ot inc Aiuencau Commis- 
sioneis loihe Paii.-t Exposition. 

The Whiskey Trust has sold ^IC.'i.OOO 
Wurth ui new whiskey of the Bund «fe 
Liilard, Wiliiaoi Tun and Ashland 
braiidh. 

Kentucky is not the only State where 
the mob gets in its work. Over at 
Springfield, Ills., Friday a mob tore up 
the railroad tracks in a suburb. Six ar- 
rfsts were made. 

The battleship Texas w'ill proceed this 
Week to Havaua to bring home the 
bodie» of the Maine victims. 



W’e will <|uote no prices 

Cost of goods will 
Everything in our 



and Conti no ning till everything i-“ i«old out 

V»ut onlv ask von to come and see the bargains 
cut no figure, a" everything will be sacrifii*ed 
stock is new and seasonable. 



Christmas Slippers 

FOR LADIES AND GEinTLEMEN. 

Just r ceived, fresh and new from the manufac- 
turers, ready for the Hoiiday trade. A soft, easy 
pair of Slippers is a most acceptable gift to all, and 
this is the place to find just what you want, and 
the prices are just right 

Call early and get choice selection. ' ' 

DAVIS, THOMSON & ISGRIG 



Annoanc«ni«nts And Sol- : 

• mnla.tlunt Of Th. Marriage Vows. j 

The Lexington Ihrald says : “Mr. ! 

John (J. Wilder, a popular L. & N. em- 
ploye, was married to Miss Judith Gid- 
eon by Rev. J. S. Sims at tbe LeLand j 
Hot^l at 7:30 o’clock Tuesday evening. | 
The bride is a daughter of the late 
Prank H. Oldson, of Paris, and was a 
haodsome bride. She wore a blue cloth 
traveling dress, with bat to match. 
Tbe bridal couple left after the cere- 
mony for Louisville, where they will 
make a short visit. They will make 
their future home in Paris at tbe Hotel 
Fordham.” 

Mr. Wilbur Grant Burr, of Detroit, 
and Mrs. Lillie West LeMercier, of 
Vandalia, Ills., came to this city yester- 
day to be married, and were united at 
six o’clock yesterday evening at the 
home of Mr. B. F. Harris, by Rev. E. 
G. B. Mann. This is tbe second matri- 
monial ventnre for tbe groom and tbe 
third for the bride. They left last night 
on the 6:30 train for Maysville. 

Mr. John Lowery and Miss Mamie 
McDv/nald, both of this city, were mar- 
ried last night at the home of the bride’s 
parents, Mr. and Mrs. Green McDonald. 

County Clerk Paton yeetetday issued 
a marriage license to J. L. Grimes and 
Miss Lillie Belle Lyons, of Lexington. 



PIECE GOODS AND FIXTURES 



Pending the sale of the above, I am offering at cost a line line olT 



SUITINGS, TROUSERS, ETC 

This is your chance. Improve it. 

H. S. STOUT. 



Sweet Bells Jangled 

Out of Tunc and Harsh 



Shakeapearv’s description flts tho«- 
"" i, das- 

burden to 
familiM TMr 

_ . , . J 

the bells, seem sadly out of tuna. Bnt 
there ia a remedy. They can nsa 



They are eross, 
nervous 
their 

sweet dispositions are gone, and they, like 



Dow &. SPEARS are not the 
Only firm in Paris 
YVho sell fancy groceries 

Sc country produce, etc.; but 

Some of their best bargains are 
Pleasing hundreds of patrons. 
Every bit of their stock is 
Always fresh and wholesome. 

Ring them up when you want 
Something good to eat. 

DOW & SPEARS 



McELREUS 

Wine of Carduf 



It brings Sisalth to the womanly 
organism, and health there means 
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NEAR THE END ^^^tocky inauguration. what congress is 



DOING. 



Agfuinaldo Is Hard Pressed by the 
Forces Under Maj. March. 



Gov. Tuyl~.' Took the Oath of Office 
ut \ooii — Chief JuKtlze Hazel- 
rle:}; AilmlniMtered It. 

Frankfort, Ky., Dec. 13. — William 
'6 Ta 3 dor was inaugurated g’overnor 

Hi. i« .i «... Tuesday. The crowd in at- 

iie iH uui> twenty IfonrM Behind— . , , . 

. tendance was much smaller than in 

whole I'roviuce Surrendered to ^ , 

w i- .. oast years, due to a lar^e extent to 

lai»t. .McCnlla, of the 1 . S. ‘ ,.,.., 1 x 7 , . , * 

I 'c \catlier, which till Monday nifj-ht 
C miner Newark. . . t' 

was rainy, lollowed Tuesday b\' a i)e- 

cciiiher blizzard. The inaui>’ural cere- 

Manila, Dee. 14. — The following dis- monies were sini))le. Jietiring («ov. 

l*atch, datetl C'ervantes, December 5, Bradley' in the course of his speech 

has just been received from a corre- said that he ho[>ed the (loebel law, 

spomlent with Maj. March's battalion: \'hieh had brought so much turmoil 



“Maj. March, with Capts. .leiilvinson 
iiiid Cunningham, Lieuts. Toinjikins, 
Jvucker, Mctiellaiid and Bower, and 
125 men, is about starting for IJontoc 
the principal town in the province tif 



lo tj e state, would be wijied from the 
statute books. (Jov.-elect Tailor, in 
his inaugural address, said: 

“'File verdict rendered bv' the peo- 
I)le on the 7th of last November was 



Gen. Metlmen Confesses the Boers 
Won at Magersfoiitein. 

Im \ow Iloltlin^: Hin Positix>n ami 

KiitrcneliiiiK IiiiiiMclf — .\ic 
Kvicleiitly Ciishajtru l>y Kecciit 
Fightinsr— Kiijiflaiid Shocked. 

New York, Dec. 14. — A dispatch re- 
ceived from Berlin says Prince Her- 
bert Bismarck stated that he had re- 
ceived a private dispatch to the ef- 
fect that Ladysmith had capitulated 
to the Boers. 

London. Dee. 14. — flen. Methuen’s 
report from Modder Kiver shows that 
he met with a serious che<*k M nidav. 
and suffered great losses. The dis- 



Debate in the House on the Currency 
Bill— Bnt Little BuHinoaa Trans- 
acted in the Senate. 

Washington, Dec. 12. — Senate — Monday 
an appeal was made by Mr. Mason (111.) 
tor an expression of sympathy for the 
Doers m their war with Grea' Britain. 
The resolution on which Mi Mason 
made his speech, was referred to the 
committee on foreign relations. No other 
Dusiness of importance wa« transacted, 
and at an early hour the senate ad- 
journed until Tuesday. 

House— Monday tae debate o, ened on 
the currency bill. Messrs. Lolliver (la.), 
DeArmond (Mo.), Overstreet (Ird.), Mad- 
xiox (Ga.) and Mct’leilan (N. Y.) made 

speeches. .Among the billo mtroduced 
were: Mr. Lorimer (111.), tor postal sav- 
ings banks; Mr. Kichardsop (l<-iin.), for 
j nf.>tlonal military park at the hattlelield 
of .Stone river. Tern.; Mr. Gr ut (Vt.), 
extending and making tlexibie na..ional 
bank currency. Mr. Greene t)'a.> then 
announced the death of his volleague, the 



BANDITSCAUGHT 

The Seventeeni.h Infantry Does Excel- 
lent Work Near Malasqui. 



1 mounted infantiw, fered Momlay by the former, xlemamling 
artillerv' battery at- Dt»m the secretary of war an explana- 



and says: 

aiid'eiw sbebed a very strong 
position lu'lil b\' the enemv' in a long 
hig-h kopje from 4 until dusk Suiula.v. 
It rained hard last night. The H'gli- 
land brig’ade attacked a t dav'brcak on 
Mondav' the south end of the kopje. 
'File attack was projierlv’ timed, but 
foih'd. 'Fhe guards were ordered to 
])rotcct i he Highlands’ right and rear. 
The ca\alry and mounted infantiw, 
with a howitzer artillery' batterv' at- 
tacked the enemy on the left and the 
guards on the right, sujiported bj’ 
ti(dd artillerv’ ami howitzer artillery'. 
They shelled the position from da,y- 
break and at 1:15 I sent the Gordons 
to supj)ort the Highland brigade. The 
troops lield tnr:;r o'.'u in front of the 
enemv'’s entrenchments until dusk, the 
position e.xtonding, including the kop- 
je, for a distance of six miles toweard 
the Modder river. Gen. Wauchope was 
killed ill action yesterday’. 

“To-ihyv 1 am holding my position 
and entrenching mv'self. 1 had to face 
at b'arst 12,;iO0 men. Our loss was 
gri'at , 

Gen. Methuen, as expected, folloAved 
up his artillery attack with a gener- 
al assault on the Boer positions Mon- 
dav', and his report shows that the 
anxietv' of the ])iiblic regarding the 
result occasioned bv' the ominous si- 
lence of the war otiice was amply jus- 
tified. 

'Fhe engagement was evident Ij' of 
considerable magnitude, and the list 
of killed and wounded will be propor- 
tionate. without the compensation 
which a victory would have brought, 
f, indeed, the affair does not turn out 
to I'C a iiiore .‘crioii« defeat than Gen. 
Methuen admits. The Highlands, it is 
believed, must have stormed the Boer 
position more than once, while the 
fact that the guards were ordered to 
support the Highlanders’ rear, looks 
as though the Boers mav*^ even have 
outflanked their attackers, 

London, Dec. 14. — Each important 



sylv-'inia, and ut 5:0o, the house ud-ourn- 
ed until Tuesday. 

Washington, Dec. 13. — Senate — Mr. E’et- 
tigrew (S. D.) Tuesday introduced a reso- 
lution directing the secretary of the navy 
o supply the .senate with information as 
o whether Adm. Dewey, acting for the 
I 'lilted States, formally or informally rec- 
ognized ttie I’hilippine republic at Manila. 
Mr. Chandler (N. 11.) objected to its im- 
mediate consiileration. Following this ob- 
jection :\Ir. iVttigrew and M*. Chandler 
had a sharp tilt over the resolution of- 



tlnit name, to ihe northeast, through fbe mandate of the people in favor of pu+ch is dated 'i ueisda}', December 12, kite Representut ve Ermentrout, of Penn 

an absolutely' desolate country and civil liberty. It was the triumph of ;,nd says: sylvunia, and at 5:Uo. the house ud-ourn 

over a mounlain 1U,U0U feet liigh. He the people over a merciless ])artisan -Gor .'l i-l'ciw shebed a very stronp " \vasihngtont Dec 13 -Senate-Mr. E'et 
is pursuing Aguinaldo, whose escort, machine erect etl to enslave them.’’ position Indd b\' the enemy' in a long tigrew (S. D.) Tuesd ay introduced a reso 
now reducetl to 50 incu, is known to . He said one of the chief aims of high kopje from 4 until dusk Sunday, lution directing the secretary of the nav; 
be there, his administration woidd be to It rained hard last night. The H gii- ” information a 

“According to the natives, Aguinal- eyre the repeal of the election law. land brigade attacked a t daybreak o)i .^nRetTsuues. formalb'*^or inVoi^^^^^ 

do intends to disguise himself and oath of olFice was administered Monday the south end of the kopje, ognized ttie I’hilippinc republic at Manila 

take a circuitous trail toward Bavam- to Gov. Tay lor at noon by Chief Ju.s- 'n,e attack was properly timed, but Chandler (N. H.> objected to its im 

bous, l,ro^i■K•e of Xueva Viscava. Hazeliiirg. Th- ffuanls ware ordere.l to -hi tne 

Maj. March, with 300 men, arrived ^ inaii^-ural jiarade started protect he lli^lilands nsfht and rear, a sharp tilt <jver the resolution of 

111 Cervantes in the heart of Tilad piomptly at 10:30 o’clock, winding caialry and mounted infantry', fered Momley by the former, demandin; 

mountains on the evening of Decern- ‘b* noon in front of the state cap- with a howitzer artillery' battery' at- bi*™ fhe secretary of war an explanu 
her 3, about 20 hours behind Aguinal- >-f>l building, where the ceremonies tacked the enemy on the left and the [-lam^^/nTiSTonduc^^^ ?he Coem-^'d’AYeu 
do, who had believed he had found an place. guards on the right, sujiported by’ trouble. 

inaccessible refuge. On December 2 Frankfort, Ky'., Dec, 13. — A recep- field artillery ami howitzer artillery. Jlouse— The dcdiate on the currency bil 

the American commander hall a won- Uon and ball was held at Ca])itol Ho- They shelled the position from day- continued Tue.sday. The speakers wer 

derful tight in a cloud enveloped tcl Tuesday night in honor of (lov. break and at 1 : 15 I sent the Gordons xewiandfi^^ 

mountain jiass, 3,500 feet abtive the Taylor. All Ivtuitncky took cognizance fg supjiort the Highland brigade. The Alden Smith (M ich.). Prince (111.). I.a\v 

sea, completely routing Gen. Gregoria event, and regardless of j)arty troops lield t..r:;r o'.n in front of the /v’t ^ s)xafv,.«t 

De Pilar's forces, of 200 picked men in filhliatiou Kentucky' society' was rep- enemy's entrenchments until dusk, the 

a position almost strong enough to I'csented. For liours a stream of ])eo- position extending, including the kop- 

rival Thermopylae. passed before the new executive je, for a distance of six miles toweard 

“Gen, Pilar died at the front of his and the retiring governor, and the the Modder river. Gen. Wauchope was 

men, urging them to make a stand, bitterness of the campaign appeared p,i!cd in action yesterday’, 

until the ball of a sharpshooter passed, and Kentucky hospi- “To-day 1 am holding my position 

l-'ierced his head. His followers tried fality' was eieryw'here manifest. and entrenching myself. 1 had to face 

to carry away the body' but were fhe reception preceded the ball, .jf R'ust 12,!i()0 men. Our loss was 
compelled to lay it down. ball-room was the scene of one p.-ont/’ 

‘*TwC’ of the Americans w'ere killed the most engaged spectacles e\er Gen. ^Methuen, as expected, folloAved 

and W'ere buried by their comrades "ifucssed in the Kentucky eapitol. j^jg artillery attack w’ith a gencr- 
where they' fell. The others, cany- Abe beauty of the state was repre- .jj assault on the Boer positions !Mon- 

ing nine w’ounded, camped for the rented, as were the gallantry' of the day, and his report shows that the 

night on the top of the mountain, an nianhood. 1 hose who participated in anxiety' of the ])iiblic regarding the 

eminence of 4,000 feet, suffering great- ^be festiiities rejiresented nothing result occasioned by' the ominous si- 
ly’ from the cold blasts. In the morn- the .spirit and the intent of the lence of the war otiice was amply' jus- 

ing they moved down the trail to Du- occasion. In view of the intense^ inter- titled. 

gaqui, w’here they learned that Agui- the late Kentucky election an 'Fhe engagement w'as evidently’ of 

naldo, with a few men and three wndercurrent of speculation is flowing considerable magnitude, and the list 
W’omen, all carried on litters borne by Beeiy Inesday'. The democrats are killed aiul wounded will be propor- 
Igorrotas, hatl passed along the same ffr‘R*efully' submitting to the decree of tionate. without the compensation 
trail to Cervantes, where he was dur- office givers: did nothing to mar ^vhieh a victory would have brought, 

ing the tight. A runner had brought ^be occasion, anil it is geneially' con- indeed, tin* affair does not turn out 
him the news of the death of his chief ceded that the iiianguial oeiemonies •i-j-j iiiore .* c-rioii*^ defeat than Gen. 

of staff. He was greatly affected and "cre of a most august character, Methuen admits. The Highlands, it is 

prepared instantly for flight. CHEAPER POSTAGE believed, must have stormed the Boer 

“Gen. Concepcon, with six officers position more than once, while the 

w'ho had deserted Aguinaldo, surren- One Cent l.etter 1’oMtnKe nn«i the E«- b»<‘t that the guards were ordered to 

dered when Maj. March reached Cay’- tnhiisiinient of n Cheap I’.ireei support the Highlanders’ rear, looks 
an, province of Lej)anto. I'o.nt Reeonimeniieii. Jis though the Boers may' even have 

“On arriving at Cervantes Maj. outflanked their attackers, 

March’s battalion was without food, Wa.shington. Dec. 14. — Mr. Finley’ London, Dec. 14. — Each important 

except rice, and had only a small sup- Acker, of J’hiladelphia, apjieared be- Jjattle seems to bring a worse reverse 
ply of ammunition. Maj, March se- fore the comrressional postal com- for the British and the papers Thnr.s- 
eured five days rations, made' arrange- n-.j.ssion today as the representative of day morning sorrowfully admit that 
inents for his sick and wounded, and, the National Board of Trade. He ad- Lord iMet linen's check at Magwfrsfon- 
baving chosen 25 mounted and 100 uu- vocated the reduction of letter post- tcin is the most serious event the war 
mounted men, resumed the chase at age to one cent, and the establish- as yet produced. 

daybreak.” Tuent of a cheap parcels post. The Morning Post says: “We have 

Mabini, former secretary' of state Ninety-nine ])er cent, of the mail, bad our day' of bumiliation appointed 
in the fto-ealled Filipino government, ke said, is carried in railway mail cars, for ns. Let us accept it humbly and 
and Aguinaldo s ablest adviser, al- tl.e railroads receiving an average of si)bi*rly’ and be better and stronger 
though of late withdrawn from otfi- ^.'’5,049 annually for each of the 92? for the lesson it has taught us. This 
cial connection from the insurrection, cars allotted to this work; whereas, Isst reverse will make us a fresh butt 
has been cajitured by Gen. MacArthur tor ])assenger cars the receipts of Europe. There never was a more 
near Bosales. He will be brought to amount to only $10,528. apt occasion to prove to Europe what 

Manila. Mabini has been the leader He advocated a horizontal reduction "o are worth.’’ 

of the extreme anti-.\merican faction, ff 25 per cent, in rates paid railroads The position Lord Methuen assault- 
Gjen. Tirona, commanding the F'ili- for carrying the mails, and charged is thus described by a correspond- 
pinos in the province of C'ayagan, sur the post office department with dis- cut: 

rendered the entire province of Aparri eliminating in the interest of rail- “Mager.sfontein range terminates 
on December 11 to Capt, McCalla, of roads. He expressed the opinion that on the east with an abrupt saddle 
the 1 nited States cruiser New'ark. cheap parcels j)ost could not be se- rock, some 1.50 feet high. Boer en- 
Capt. McCalla appointed him civil gov- cured until this ceased. trenchments run around the whole 

ernor of the province, subject to the ■ front. The position is some two 

approval of Gen. Otis. GOVERNOR OF CUBA. miles long, due east and west. The 

'The surrender was with the honors y western ends of the trenches follow 

I of war. Capt. McCalla reviewed the Leonard l^ood is AsMiRned to contour of the kopjes and afford 

hnsurgents and Gen. Tirona reviewed Suco^^a Moj.Gen. Brooke and will ^ retreat.” 
the naval forces. The Americans pre- Exercise Military Authority. jg estimated that Lord Methu- 

sented arms while the insurgent gen- en’s forces amounted to 11,000 men 

crals W'ere stacking theirs. ^^ashington, Dec 14. Gen. Leonard perhaps more. No reliable esti- 

Cajit. McCalla has communicated ^^ood has been assigned as military mate of hiS los.ses has yet been receiv- 
w'ith Maj. Batchelder’s battalion of commander of Cuba and governor of They are believed to have been at 

the 24th infantry', whch is now 90 Abe island. least 450. 

miles south of Aparri and has been Gen. Wood will relieve Maj. Gen. eyes are now' turned hopefully 

enjoying a pleasant march. John R. Brooke, U. S. A., and will, in Gen. Buffer, who, taking into ac- 

The gunboats Princeton and Helena addition to his duties as diiision com- count the troops with Gen. W'hite in 
have entered the Aparri river. The mmider, exercse the authority of mi.- Lady’smith, has altogether 30,000 men. 
latter w'ill take supplies for Maj. iLiry governor of the island. - The Standard say's: “At this mo- 

Batohelder, and the former will bring completion of the transfer of the ment there must be few men in her 

300 surrendered rifles to Manila. command, Maj. Gen. Brooke is ordered majestv’s dominions w'ho have as great 



Acker, of J'hilailelphia, apjieared be- Ujattle seems to bring a worse reverse 



Will Lay the Corner Stone. 

W'ashington, Dec. 14. — Senator Jos. 
L. Raw lins, ex-Senator Arthur Brown, 
W'lliam Glassman and David Dunbar, 
a committee representing the Utah 



fore the congressional postal com- 
ir.ission today as the representative of 
the National Board of Trade. He ad- 
vocated the reduction of letter post- 
age to one cent, and the establish- 
ment of a cheap parcels post. 

Ninety-nine ])cr cent, of the m.ail. 
he said, is carried in railway mail cars, 
tl.e railroads receiving an average of 
$35,049 annually for each of the 92? 
cars allotted to this work; w'hereas, 
tor ])assenger ears the receipts 
amount to only $10,528. 

He advocated a horizontal reduction 
cf 25 per cent, in rates paid railroads 
for carrying the mails, and charged 
the post office department with dis- 
ciiminating in the interest of rail- 
roads. He expressed the opinion that 
a cheap parcels jiost could not be .se- 
cured until this ceased. 

GOVERNOR OF CUBA. 

Gen. Leonard W'ood is AsMiRned to 

Succeed Maj.Gen. Brooke and Will 
Exercise Military Authority. 

W’ashington, Dec 14. — Gen. Leonard 
Wood has been assigned as military- 
commander of Cuba and governor of 
the island. 

(fen. W’ood will relieve Maj. Gen. 
John R. Brooke, U. S. A., and will, in 
addition to his duties as division com- 
mander, exercse the authority of mil- 
itary governor of the island. - 

On completion of the transfer of the 
command, Maj. Gen. Brooke is ordered 
to repair to this city, and report to 
the adjutant general of the army for 
further orders of the secretary of 
w'ar. He w'ill be accompanied by In's 
authorized aides. 

In relieving Maj. Gen, Brooke, the 



for the British and the papers Thur.s- 
(lay morning sorrowfully admit that 
Lord ^Methuen's check at Magi/rsfon- 
tein is the most serious event the war 
as y'et produced. 

The Morning Post say’s: “W’e have 

had our day' of humiliation appointed 
for us. Let us accept it humbly and 
soberly’ and be better and stronger 
for the lesson it has taught us. This 
last reverse will make us a fresh butt 
of Europe. There never w'as a more 
apt occasion to prove to Europe what 
we are w'orth.’’ 

The position Lord Methuen assault- 
ed is thus described by a correspond- 
ent: 

“Mager.sfontein range terminates 
on the east with an abrupt saddle 
rock, some 150 feet high. Boer en- 
trenchments run around the whole 
front. The position is some two 
miles long, due east and west. The 
western ends of the trenches follow 
the contour of the kopjes and afford 
a retreat.” 

It is estimated that Lord Methu- 
en’s forces amounted to 11,000 men 
and perhaps more. No reliable esti- 
mate of his los.ses has yet been receiv- 
ed. They are believed to have been at 
least 450. 

All eyes are now' turned hopefully 
to Gen. Buffer, who, taking into ac- 
count the troops with Gen. W’hite in 
Lady’smith, has altogether 30,000 men. 

The Standard say's: “At this mo- 

ment there must be few men in her 
majesty’s dominions w'ho have as great 
a weight of care upon them as Gen. 
Buffer carries on his shoulders.” 

A dispatch from Boer sources say 
that Kimberly' remained quiet during 
the battle at Magersfontein. 

In the battle hundreds of the Gor- 



tion of certain charges against Gen. Mer- 
riam in his conduct of the Coeur U'Aieue 
trouble. 

Jlouse — The debate on the currency bill 
continued 'Fuesday. The speakers were 
Messrs. Grosvenor (O.), Cochran (Mo.), 
Newlands (Nev.), Parker (N. J.). William 
Alden Smith (Mich.), Prince (111.). I..aw- 
rence (Mass.), Powers (V't.). Shaffroth 
(Col.) and Sims (Tenn.). A three night’s 
session was ordered. .Mr. Grout (Vt.) in- 
troduced a bill making oleomargarine 
subject to the laws of the states to 
which it is shipped, and increasing the 
tax on oleomargarine colored butter to 
10 cents per pound. 

W’ashington, Dec. 14— Senate— W'ednes- 
day’s session was short. Among the hills 
Introduced were: To provide for tele- 

graphic communication betw'een the Unit- 
ed States of America, the Hawaiian is- 
lands, Guam, the Philippines, Japan and 
China, and to promote commerce. The 
measure authorizes the postmaster gen- 
eral to contract with an American cable 
company for payment by the United 
States of not exceeding $400,000 a year for 
20 years for the electrical transmission of 
official messages of the United States to 
Honolulu, Guam, Manila, Hong Kong and 
some point in Japan. The cable must be 
in operation by January 1, 1W3. A hill 
providing for a change of material from 
timber to stone or concrete, in the build- 
ing of the dry docks at League Island, 
Pa., and Mare Island, Cal. 

House— The currency debate in the 
house lasted from 10 o’clock W’ednesday 
morning until 11:30 Wednesday night. 
The house adopted a resolution for a hol- 
iday recess from Wednesday, December 
20, to Wednesday, January 3. Mr. Rich- 
ardson, the minority leader, asked that 
the house adjourn over Thursday, to 
give the members an opportunity to par- 
ticipate in the W.ashington memorial ex- 
ercises. l)ut ^Ir. Payne, the majority 
leader, objected. Mr. .Moody (Mass.) ask- 
ed unanimous consent that a committee 
of five members he ajipointeil from the 
house to join a committee of three from 
the senate to he present at the unveiling 
January 18 of the statue of Daniel W'eh- 
ster, presented to the city of W'ashington 
by Stilson Hutchins. Mr. 'Bailey asked 
why the rules should be suspendol to do 
honor to an illustrious American when 
the house had just refused to do honor to 
George Washington, the centennary of 
whose death was to he made the occa- 
sion of the memorial exercises Thursday. 
He objected. 

SENATOR ALLEN APPOINTED 



Gov. Poyiit«;r, of N’ebrniikn, \nme3 
Him to Succeed tlic I.ate 
Senator Hayward. 



Omaha, Neb., Dec. 14. — Gov. Poyn- 
ter has appointed ex-Senator .Mien to 
fill the senatorial vacancy caused byr 
the death of Senator Hayward. 

Tuesday ni^fit Gov. Poynter wired 
e.x-Senator .Mien to come to Lincoln 
for a conference. .Mien came down 
from his home at Madison on the 
morning- train and went immediately 
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SEXATOR W'lT.LIAM V. ALLEN, NEBRASK.A, 



Volunteer .Monument association, cab- president desires to express his high , Hicrhland brimule were shot. 



cd on the president Wednesday and in- appreciation of, and thanks for the 
vited him lo lay the cornerstone of faithful and efficient service rendered 
the monument to be erected in honor by' that officer as military' governor of 
of the Utah volunteers. The president (’uba. 

signified his wilingness to aecept the on WrlKl.-s 

invitation if his duties would admit. C’uhc. 

The president will make a written re- , rp. , , , 

iiic 1 New’ ^ ork, Dec. 14. — The board of 

olv to the committee later on. - x- i in 

P'-v directors of the National Baseball 

A’crfo llnntfcd By a .Mob. Uiigue, now' holding its annual meet- 

Pine muff, Ark., Dec. 14.-A Negro i'liT i» '•i*.'' " ednesday acted on 

whose name is not known was hanged the recommendation in the W rigley 



just across the Arkansas border and 
the Negro’s body, still hanging, was 
visible from passing trains Wednes- 
day. No details of the case have 

reached here. 

A Pipenfoae Gavel. 

Pipestone, Minn., Dec. 14. — A hand- 
some pipestone gavel was Wednesday 



release by' the Syracuse club. John 
,Ni. Ward has been engaged by' the 
Syracuse club to act as its attorney 
before the league to uphold the trans- 
fer of Wrigley' to the Brookly'n, team. 

Boy Charged With Murder. 

Bloomfield, Ind., Dec. 14. — Samuel 
McIntosh, of New’ Berry, aged 16, son 



w’hile the living fled for shelter. They 
were allow’d! to jiass one line of 
trenches before the Boers fired. Gen. 
Wauchope is among the killed. The 
marquis of Wnchester is also among 
the slain. 

Gov. PiiiRr<*e CuIIm nn Extra SeHxion. 

Detroit, Dec. 14. — Gov. Pingree Wed- 
nesday' sent out a call for an extra 
session of the legislature to convene 
Monday', December 18, “to consider 
the submission of an amendment or 
amendments to the constitution 
which will provide for the equal tax- 
ation of all property' by the assess- 
ment of the same at its cash value 
and such other matters as shall be 
submitted by special message.” 

Attempt to Rob u Bank. 

New Haven, Ct,, Dec. 14. — An at- 
tempt was made by four men to rob 



to the eapitol, and he and the gov- 
ernor were closeted in the latter's 
private room for some time. When, 
the conference w'ns over, (Jov. Povn- 
ter announceil that he had decided to 
ajipoint the ex-senator to the place, 
and that his eominission would be 
made out as speedily as possible. The 
new'ly' appointed senator announceil 
his intention of proceeding to Wash- 
ington at once and assuming the du- 
ties of his office. 

Condition of Lient. Brumby. 

Washington, Dec. 14. — The eondi- 
ton of Lieut. Brumby was not so fa- 
vorable Wednesday. Wednesday 
night, however, his phy'sician reports 
him as somewhat relieved and ex- 
presses the opinion that he will show 
some improvement Thursday. 

Railroad ConiniiMHionern* Report. 

Washington, Dec. 14. — The annual 
report of the commissioners of rail- 
roads states that the increase of siir- 



home PI b n- of a prominent merchant, is under ar- the First national bank at Deep River i ^ 

sent to Congressman McCIeary, to be ^ i i t i. m ^ i *i f . roads states that the increase of siir- 

seni lo . Henderson The rest for murder of Edward Johnson, Inesday afternoon and the watchman 

nresented to Speaker nenaerson. j.ue . i i i i ^ • u i ii plus assets over liabilities for 1899 

preseiii^ Tiinec+nne ami 18, who had become involved in a shot and killed one of the men, blow- ^ i , . , 

head IS a solid piece of pipestone, anu , -*i -»r t + u* • v.,*o neo.i 'ru.n. over 1898 for the 26 land grant and 

is decorated with gold. The quarrel with McIntosh s younger mg the top of his head off. The oth- » 

the _ H ” ari* found brother. A heavy stone was used in er three men escaped. 



^hTbrndle i decorated fith gold. The quarrel with McIntosh’s younger 
Lne Uttim H ” are found brother. A heavy stone was used in 

initial letters, D- B. H-, -ire found , 

on the gavel in sohd gold^ ^ 



n the gavel in solid gold. 

Lout Hl« None. 

Akron, O., Dec. 14 .— Louis Sey and 



LoaniBR Money Abroad. 

New Y’ork, I>ec. 14. — Canadian banks 



Knocked Oat in the Twelfth Round. 

Cripple Creek, Colo., Dec. 14. — Kid 
Dooley, colored, of Denver, was knock- 
ed out in the twelfth round Tuesday 



John R. Carr foug - an knife reported Tuesday that they were with- by Jack Kane, of San Francisco. The 

struck Carr in the a^e wi » their money from New York battle was hotly contested through* 

completely cutting o is n . y purpose of loaning it abroad- out. 

was arrested. i 



over 1898 for the 26 land grant and 
bond aided roads is $45,230,089. 'Fhe 
report renew’s last year's recommen- 
dations for a trans-continental air 
line from Kansas ( ity to San Diego. 
Similar routes, the communicaton 
adds, should be opened between the 
cities of Chicago and San Francisco, 
Chicago and Seattle and Galveston and 
San Diego. 



Similar BandH Swarm in the Whol«i 
Cuaiitry Aorth of Snu Fernando 
and Between That Town 
and Manila. 

Manila, Dec. 13. — Col. Smith, with a 
detachment of the 17th infantry, sur- 
rounded and captured in a village 
near ;Malasqui a party' of guerrilaa 
who had made their headquarters 
here. The party included the band 
w’hich assassinated seven officials at 
Malasqui for friendliness to the 
Americans. 

All are insurgents who became ban- 
dits when the disintegration of the 
F’ilipino army began. They’ kept the 
country' around Malasqui in a state 
of terror for several w’eeks, and com- 
mitted 25 murders in less than that 
number of days. When they were 
caught they were promptly sent to 
Gen. MucArthur’s headquarters at 
Bayan'.b'ing by train. It is expected 
fhej «iil be speedily tried and 
either shot or hanged as an exemple, 
if convicted. 

'riie whole country north of San 
F'ernando and betwc»*n San F'ernaudo 
and Manila, except within the perma- 
nent line of troops around the city', 
and the closely patroled stretches of 
railroad, swarms with similar bands. 
Probably they will be increased by 
men from Pilar’s army, many of w hom 
are making their way' south to join 
the insurgent force in Cavite province. 
These people, for the most part, suc- 
ceeded in dodging (.len. Grant, Col. 
Bell and Col. Hood's troops, who are 
scouring the country for them, 'ihey 
devote their energies to ambushing 
commissary' wagons, and to picking 
up soldiers who leave their commands. 
Every d«y some wagon train is fired 
upon or some soldier disappears. 

Gen. Wheeler's secretary’, Mr. Gar- 
rett, was disarmed and slashed by a 
Holman almost within sight of head- 
quarters, his assailant pursuing him 
nearly into the headquarters build- 
ing, The policy of these ruffians is to 
make the country uninhabitable for 
Americans and to frighten natives 
into refraining from giving assistance 
to the Americans, as well as to com- 
pel the inliabitants to support the m* 
siirrection. 

F're«iui*r.tly they' raid and loot 
towns. The brother of the president 
of linus went outside the town the 
other day to harvest same rice. He 
was captured by his comiiatriots, ac- 
cused of being a spy and executed. 
Only a small proportion of the insur- 
gent arms have been surrendered and 
the problem of suppressing this guer- 
rilla warfare is any’thing but easy of 
solution. Some of the American offi- 
cers think it w’orse than fighting In- 
dians owing to the difficulties of the 
country’ and the trouble of locating 
the enemy', who resort, when hard 
])ressed, to the amigo dodge and hide 
their guns. 

Some of the Americana favor the is- 
suance of a proclamation declaring all 
natives found w’ith arms to be ban- 
dits, punishable (is criminals instead 
of being treated as prisoners of war. 

Information has been received at 
headquarters that 500 Spanish prison- 
ers have been shipped from Vigan to 
Manila, and that 1,500 others have 
been assembled in Vigan, including 
Gen. Pena. Probably these are Span- 
iards released by Gen. Young’s troops 
in the Beguet district, where they 
were co.iccntrated by the insurgents. 

Gen. Young reports the rescue of 
Brutue, of the Nevada regiment, and 
F'dw’ards. of the gunboat Yorktow’n, 
who have been held prisoners by the 
F'ilipinos. Gen. 'Pino, conveying the 
prisoners north, is hotly pursued. 
Aguinaldo is a fugitive in the moun- 
tains, his bodyguard having been de- 
siroy'ed and Gregoric Del Pilar killed. 
Gen. Goncepieion has surrendered. 

The I..epanto province has been 
cleared of insurgents. The navy co- 
operated with the army on the west 
coast. 

Alaiikan and Canadian Bonndary. 

Washington, Dec. 13. — The govern- 
ment of Great Britain has designated 
F\ King, the government astronomer 
at Ottawa, as the representative of 
her majesty'’s government in the dc- 
limination of the provisional boun- 
dary line between Alaska and Canada 
about the head of Lynn Canal under 
the terms of the modus vivendi of Oc- 
tober 20 last, and tlie government of 
the United States has designated O. 
H, Tittman, assistant superintendent 
of the coast and geodetic survey, to 
net in a similar capacity' for the gov- 
ernment of the United States. 

A'iiie Y'enr* in Prinon. 

City of ^lexico, Dec. 13. — Santiago 
Morphy, a young man of good fam- 
ily' who was a trusted clerk of the na- 
tional bank of New ^Mexico and rob- 
bed it of $70,000, has been sentenced 
after a long trial to nine years in 
prison. The case attracted much at- 
tention for Morphy fled after the 
robbery to the United States and was 
finally captured by American detec- 
tives, once escaping in New’ Orleans 
from Mexican officers sent to bring 
him back here, 

Repnbllcnna Genernllx Snccensfnl. 

Boston, Dec. IS. — The republicans 
W'ere generally successful in the city 
elections Tuesday’. Only in Newbury- 
port did the socialists make a strong 
show’ing. In Boston, Lynn and Wo- 
burn, ordinarily strong de.mocratic 
strongholds, the repu’olicans scored 
signal victories. 

An Increase in UTaRes. 
Webster, Mass., Dec. 13. — ^Am in- 
crease of ten per cent, was made 
Tuesday in the wages of the Slater 
Cotton Co.’s employes in North Web- 
star. 
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Hexv Pnza In Rocky Monntalna. 

After numerous iiairbreadth escapes and’ 
many thrilling adventures, a party or explor- 
ers in the Rocky Mountains stumbled onto a 
pass where they had believed it possible for 
none to exist. In a like manner, people who 
have believed dyspepsia incurable are aston- 
ished to find that there is a way to health. 
Hostetler’s Stomach Bitters used faithfully 
makes the digestion strong, the bowels regu- 
lar, the liver active. Try it. 

Honezt Boy! 

“I am glad there are a few honest people 
left. Two years ago I sent a boy around the 
corner to buy a postal card. 1 have never 
seen the boy to tubs day.” 

“\^ou don’t call that bo.v honest?” 

“Yes, sir! This morning I received a pos- 
tal w'ith this on the back; ‘Dear Sir; Here 
is your postal. I started in business with 
the penny you gave me and have prospered. 
Thanks.’ ” — Chicago FNening News. 

State of Ohio, City op Toledo, 1 
Lucas County, j 

Frank J. Cheney makes oath that he is the 
senior partner of the firm of F’. J. i'heney 
& Co., doing business in the city of Toledo, . 
County and 18tate aforesaid, and that said 
firm will pay the sum of One Hundred Dol- 
lars for each and every case of catarrh that 
cannot be cured by the use of Hall’s Catarrh 
Cure. FRANK J. CHENEY. 

Sworn to liefore me and subscribed in :ny 
presence, this 6th day of December, A. D. 
1886. A. W. GLEASON, 

[Seaj] Notary Public. 

Hall’s Catarrh Cure is taken internally and 
nets directly on the blood and mucous sur- 
faces of the system. Send for testimonials, . 
free. F. J. CHENEY & CO., Toledo, O. 
Sold by druggists, 75c. 

Hall’s Family Pills are the best. 



Evidence. 

Friend — I guess your father knows as 
much about raisin’ cattle as anybody‘s 

F'anr.er’s Son — I guess he does. Why, one 
of our cows has just had a tw o-headed calf. — 
Puck. 

Solid Tralnit to Northern Michisran. 

The Chicago, Milwaukee & St. Paul Rail- 
way is now running solid trains of palace 
sleeping cars, dining cars (serving meals a 
la carte) and first-class day coaches, 
through from Chicago to Calumet, Hough- 
ton, llancock and other points in the Cop- 
per Country without change of cars, with 
direct connection for Marquette, Negaunee, 
Ishpeming, etc., and passengers from the- 
East, South and Southwest w’ill find this a 
most desirable route. 

All coupon ticket agents sell tickets via 
the Chicago, Milwaukee and St. Paul Rail- 
way. 

A Saving. — “Did you save the counthry,. 
Pat?” “How’s that?” “Be your vote?”" 
“No, begorry. But I saved the rent.” — 
Philadelphia North American. 

It depends on your point of view w’hether 
you consider him the oest man or the lyorst 
man who w’ins in a prize fight. — Chicago 
Chronicle. 

W’inter Tonra. 

Should you desire information regarding 
California, Arizona, Texas or Mexico, and 
the long limit, low rate, round trip tickets- 
sold to principal points; the various routes 
via w'hicn the tickets can be purchased, 
or regarding one way first and second 
class rates, through sleeping car lines, First 
Clas.s and Tourist, call upon or address \V. 

G. Neimyer, Gen'l Western Agent, South- 
ern Pacitic Co., 2,38 Clark St., Chicago; W. 

H. Connor, Com’l Agent, Chamber (Com- 

merce Bldg., (Cincinnati, O., or W, J. Ht-rg,. 
Trav. Pass. Agt., 2*20 Ellicott Sq., Buffalo, 
N. Y. 

Sometimes marriage ought to be defined 
as the art by which two people manage to- 
live together and yet apart. — Puck. 



The 



Truth ! 



There’s nothing 
so bad for a cough 
as coughing. 

There’s nothing 
so good for a 
cough as Ayer’s 
Cherry Pectoral. 



The 25 cent size is just right 
for an ordinary, everyday cold. 
The 50 cent size is better for the 
cough of bronchitis, croup, grip, 
and hoarseness. The dollar size 
is the best for chronic coughs, 
as in consumption, chronic bron- 
chitis, asthma, etc. 



PllfS 



Dr. Williams’ Indian Pile 
Ointment will cure Blind, 
Bleedinx and ItcbinK 
Piles. It absorbs tbe 
tumors, allays tbe itch- 
ing at once, acts as a 
poultice. gives instant re- 
lief. Prepared for Plies 
and Itching of tbe private 
parts. Atdrngglstsor by 



parts. Atdrngglstsor by 
mail on receipt of price. &0 cents ana Cl.OO. 
WILLIAMS MFQ. CO., Props., Clbveland, OHIO. 

^^^UrTERSllIK 



Can’t be beat. 

Send for “Inventor's Primer” 

Washington. O. C. EitabUaht* 
iW4. Branches: Chicago, Cleve> 
iaiMl.D«tro^ Contultationfnt,. 
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XSIVfNG AND RECEIVING 



lut with us. I don’t take no chancw. 
We’ll stan’ a watch, too.” 

After some trouble the horses v.ere 
led to the hut, the gold unloaded and 
placed within. Then Bowers threw 
himself on the pile of boughs, saying: 
•‘Come on. Turner, let's warm our 
eyes. I'm too sleepy ter eat. Bider, 
you keep watch fer awhile, an’ then 
wake one o’ us up." 

Almost as he sjx>ke he dropped asleep, 
an example promptly followed by Tur- 
ner, while Bider sat b}' the door yaw n- 
ing. Neither man. had slept the night 
before and soon, his head began to 
droop. 

[TO BE CONTINUED.] 



JOHN B. CASTLEMAN. 



Avery could restrain himself no 
longer. 

‘‘You dirty thief!” he exclaimed. ‘‘I 
wish I had put a bullet into your head 
the night you sneaked into our cave!” 

“I dare say,” was the mocking re- 
sponse as Bowers turned away, “but 
yer were too big a fool! I wish yer all 
better luck next time yer strike it rich. 
Come on, boys, let’s strike out for Dyea. 
I’m in a hurry to blow in some o’ this 
dust.” 

The three men mounted their stolen 
horses without further delay and hur- 
ried awaj\ leading the animals on 
whose backs were the fortunes of our 
friends. 

Five minutes later they had disap- 
peared in the direction of Dyea, and the 
despoiled men were being freed by 
Clara Avery and a sharp knife. 

Tarbox’s first act w as to spring to his 
feet, exclaiming: 

“Stay here until I come back! I won’t 
be long!” 

As he spoke he dashed off in the same 
direction taken by the robbers. Half an 
hour later he returned with his face 
working strangely. 

*T thought sol” he cried as the others 
clustered about him, “It was all a bluff 
about going to Dyea! I .smelt a rat as 
soon as that cuss told us. It would be 
too easy to trace them from there, and 
they know it. They said it to get us to 
go to Dvea while thev made tracks for 
Dawson and went round the other way 
to Seattle. I saw them leave the trail 
and strike off to t'ae right.” 

“Where will the}' strike the trail 
again?" as-ked Tom, eagerly. 

“They'll come right back here as soon 
as we have hud time to get out of the 
way.” was the confident rejdy. “The^y 
may think they can circle round us, but 
I know this trait too well. Thev’ll find 

c. 

that out after awhile and then they’ll 
come back this- way. thinking we’re 
gone. It’ll take 'em alt day to do ill 



ARTiiOR O LANQHAM 



BUUOEINBIDOB CASTLE MAB 



J» thy cruse of comfort wasting? Rise 
and share it with another, 

And through all the years of famine it 
shall serve thee and thy brother; 

Xove divine will till thy storehouse, or thy 
handful still renew; 

^Scanty fare for one wdll often make a 
royal feast for two. 

Far thy heart grows rich in giving; ail its 
wealth is living grain; 

-Sefjds which mildew in the garner, scat- 
tered, fill with gold the plain. 

Is thy burden hard and heavy? Do thy 
steps drag wearily? 

Help to bear thy brother’s burden; God w’ill 
bear both it and thee. 

Numb and weary on the mountains, 
would’st thou sleep amidst the snow, 

Chafe that frozen form beside thee, and to- 
gether both shall glow. 

-Art thou stricken in life’s battle? Many 
wounded round thee moan; 

Lavish on their wounds thy balsams, and 
that balm shall heal thine own. 

Is thy heart a well left empty? None but 
God Its void can fill; 

N^othing but a ceaseless fountain can its 
ceaseless longing still. 

Is thy heart a living power? Self-entwined 
its strength sinks low; 

It can only live in loving, and by serving 
love wdll grow. 

— N. W. Christian Advocate. 



OF LIVEKPOOL. 



The Largest Fire Insurance Company in the AVorld. 

I)oe.H th€! Large.st Bii.siness Transacted in Kentucky. 

Does the Largest Business Transacted in the Southern States. 



BARBEE & CASTLEMAN 



3Ianager Southern Department, 

Genera Offices— Columbia Building. Louisville, Ky, 

Resident Agent.s at Paris, MCCARTHY & BOARD. 



COURTING IN A HILL TOWN. 



.9 BEST GRADE 

GKASS AND CLOVER 



'Vi'here No Hearties* Apologist Can 
Find Valor to Defend 
Single. Life. 



Are Ihoroughlv re-cleaned, new crop and of highest quality. It costs comparatively no 
more to sow Grade Seeds than the ordinary stocks so generally offered, while 

the results will beNar more satisfactory. 

Our Catalogue gives fullest information about Grassesaad Clovers; soils the varieties 
are adapted for, best combinations to g;ive largest results in hay or pa.sturage, care of pas> 
tures and meadows, etc. Write for Catalogue and prices of any seeds reqiured. 



We approve of marriage, of early 
marriage, of hasty marriage, of mar- 
riage without a bank account. We have 
no toleration for Keats. It was he w'ho 
wrote: 

“Love in a hut wdth water and a crust. 

Is— Love, forgive us!— cinders, ashes, dust.” 

Yes, but single life in Sweet Auburn 
— no heartless apologist has yet found 

For then must one 



WOOD & STIBDS. BrMkadJefhrsonSt* 

*« vw wa FertlUaera, Etc. LOUISVILLE, KY, 



SEND US one dollar 



valor to defend it 
retain as housekeeper some neat-hand- 
ed I’hyllis of debatable years. So w’hy 
not marry her and cut short her wages? 
Or. a still more felicitous contrivance, 
why not marry at once and for j'outh- 
ful love, and never hire any housekeep- 
er at all? Besides, if you wait, the 
merriest rosy -cheeked girls will be ir- 
recoverably appropriated by your 
countless rivals. The ehoice is small; 
be quick. Indeed, it requires diligent 
back-pedaling to avoid the brink of 
matrimony. In town it is ditferent. 
Livery bills, florists’ bills, confection- 
ers’ bills, and the requisitions of the 
box-oflice — are not these the very bul- 
warks of celibacy? Here you take your 
lad 3 *-love to praj'cr meetings, funerals 
and fires. You and she go riding — 
“Ride, ride together, forever ride,’’- 
and it costs j-ou never a pin. That 
noble roadster, lo, he has manes on all 
four legs, and he lifts his hoofs with 
the meditative precision of a Shang- 
hai rooster, and — best of all — heis j’our 
ver}’’ own; no liverj’’ bills for him. And 
when you visit the “cattle show,” j'ou 
both go in on exhibitor’s tickets — she 
by grace of a gaudj' crazj' quilt, jou 
by courtesy' of a big pink squash. 

Courtship is like intemperance. If 
there existed no cheering draught save 
imported champagne, then might we 
all w’ear blue ribbons. It is Milwaukee 
lager thatj addles the national pate. If 
there were only tall traps with red 
wheels, or solely “American beauties” 
at three dollars a dozen, or e.xclusive- 
Ij’ the choicest and costliest sweet- 
meats, or nothing but tickets to the 
Gotterdamerung, then might we re- 
main soml>er and unfeeling b.Tchelors; 
but pra.yer meetings, funerals and fires 
make married men of us. — Rollin 
; Lynde Hartt, in Atkintic. 
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he migiit hasten there as soon as he 
was relieved of his present care in the 
shape of the sick man. 

When the pipes were empf 3 ' he ac- 
cepted Tarbox’s offer and w as soon ap- 
parently asleep, an exam])le wliich was 
followed by all but Taylor, who took 
the first watch. 

He was relieved b.y Tarbox, who in 
turn arou.sed Averv. but the night 
passed off without incident until dawn. 
Tarbox and Tax lor were .'-ound asleep 
in the tent with the stranger, who now 
raised himself v-juictl^* on his elbow and 
listened. 

The two men were breathing heavily, 
and mingled with their respirations 
came the twittering of a bird out.side. 
Carefully lifting the edge of the tent, 
he peered outside. 

Yes. daylight was coming. First 
came a little motion of the air which 
had bi'cn si ill before. riicn from a 
bush near by was heard the chirp of 
;i bird. The outlines of the forest Ik*- 
gan to be dist inguishable where masses 
luid been. 

It was time to act. First he rolled up 
the- tent flap to provide a retreat, then 
with stealthy hand he removed the 
weapons from the belts of the sleepers 
and stole outside with them. 

Just then a thin red streak appeared 
in the sk.y, and Avery, who had becii> 
leaning against a tree iie>;ir b^', cajiie 
toward him, saying: 

“You are up early?” j 

“Ves.'‘ replied Turner, “rm goin' ter | 
see how the poor feller is gettin' on." 

But Avery eaught sight of the wt-ap- 
ons in his hands aind his suspicions were 
at once aroused. 

“What are you doing with those re- 
volvers?" he demanded, stejiiiing to- 
ward the, other quickly and kiyiiig his 
hand on the butt of hisown weapon. 

Before Turner had time to repl\' 
Hank Bower.s. and Obed Bider sprang 
from behind a nieighboring tree with a 
weapon in each hand. The former 
shouted: 

"Hands up!'’ 

Averv' obeyed instantly and Bider at 
once disarmed him. 

Turner sprang to the tent occupied 
bj' the capitalist and before the latter 
was fairly awake he was disarmed and 
helpless. 

The first shout had awakened 'I'arbox 
and 'Paylor. but without wea|x>ns thev’ 
could mak^ no resistance, and in less 
than, two minutes from the- first smRul 
the four men were seated on the 
ground, their feet secured with a rope, 
while Clara Aver\' was bundled un- 
i eeremouiously into one of the tents and 
roughl,v ordered to sta^' there. 

To at tempt todeseribe the feelings of 
the prisoners would be a h:ird ta.sk. 
The 3 ‘ were like men .^tunned. The 
i whole thing had been aeemiijilished so 
suddenly that they could hardly rcalizi* 
it was notsome fantastic dream. 

Bowers and Turner wasted no time, 
.\fter satisfying themselves that the 
four men were securely fastened they 
began at onee to pack the gold on three 
of the liorses. In response to an order 
from Bowers, Obed Bider disappeared 
in the woods, but soon returned with 
Tom and the second mate, tbeir feet 
having been released and the gags 
taken from their faces. 

Bidding liider stand guard over tbe 
part}'. Bowers gave his whole attention 
to his own. work, and in half an hour 
the gold w as strapped on 4he backs of 
three horses, three more were saddled 
for the robbers, while the remaining 
pair was used to carry a supply of food 
and a tent. 

Realizing the uselessness of words, 
our friends watched these prepara- 
tions in disma\'. Thej' well knew that 
the thieves could reach Dyea and 
take a steamer before their crime was 
i known, for without horses pursuit 
i would be hopeless. 

I When he had packed all he desired to 
j carr}-. Hank Bowers walked up to his 
I prisoners and sneered: 

I “Yer had the fust laff on me, but it's 
' my turn now. an' I rather guess I’ve goj 
I ther best end of it, hey?” 
i Seeing that the}’ scorned to reply, he 
went on : 

“We’re off to Dyea. B}* ther time yer 
git thar we’ll be some ways off on ther 
water. I don’t need all this grub, an’ 
I’ll leave j’er plenty ter last yer ter 
Dyea yerselves. That’s fair, ain’t it? 
Yer won’t need eny guns. This trail is 
safe enuff, an’ there’s no sech thing as 
holdups hereabout#.” 
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A short walk through the scattering 
trees brought the three men to the close 
columns of the main forest, and soon 
Tom saw what appeared to be a con- 
firmation of the man's story, for in a 
little opening toward which they were 
directing their steps he could distin- 
guish the outlines of a hut. 

“This is the place,” said the guide, as 
they reached the entrance. "Come in." 

Tom was right at his heels and fol- 
lowed him without hesitation. It was 
now growing dark, and at first he could 
not distinguish objects distinctlv'. but 
graduall}' he became accustomed to the 
fcemi-light and saw a man's form 
Stretched on the ground in one corner 
of the interior, while a deep groan came 
from the spot. 

Hank Bowers IkmI altered liis plans 
.somewhat, since first outlining them, for 
a faint voice said : 

“Who is it, Tiirnor?” ' 

There was no mistaking the voice. 
Both Tom and the second mate recog- 
nized it in.stantl}’ as belonging to tlie^ 
mate of the Seabird. Tom stejqied 
•quickly to his side and bent over him, 
sav’ing: 

“It’s Tom Scott, the man j ou robbed 
and nearly' killed.” 

“Tom Scott!” 

Rider seemed to raise himself on hi.« 
elbow by a great effort and wJiispered: 

“Thank heaven! Here! Take the pa- 
pers I stole! I didn't hit you! It was 
some one else. I did rob you. though. 
Here, take them an’ say yer forgive 
me! ” 

Without any suspicion of danger Tom 
bent compassionately over the form of 
the recumbent man to take the papers, 
when he felt his pistol slip from his belt. 
A hand had withdrawn it from behind. 
It was the hand of the guide. 

Tom straightened up and turned 
sharply to find the muzzle of a revolver 
within an inch of his face, while at the 
same instant Hank Bow ers appeared in 
the doorway and covered the second 
mate with a weapon, saying sharply: 

“Hands up! If yer move, yer dead 
men I 

It is needless to say that both Tom 
and Green did asithey were bid. It was 
madness to attempt resistance, for not 
only was there something in the man’s 
tone that showed he was in earnest, but 
a third reason presented itself in the 
shape of a w eapon in the hand of Bider, 
whose face wore an expression of devil- 
ish triumph at seeing Tom's pale face. 

“What do you want of us?'’ demand 
ed Green, who was the first to find his 
tongue. 

“We want yon.” was the prompt re- 
oly. “Then we want the rest of the 
ph. ly, an’ we may as well take in ther 
dust" while , we’re about it. Turner, 
take them guns away from ’em, an’ 
see they hain't got none out er sight.” 

This was done, and he added : 

“Here, Bider, tie ’em up, hand an’ 
foot. You ought ter be handy at mak- 
in’ knots that won’t slip, seein’ as yer 
a sailor.'’ 

A rope which had evidently been pre- 
pared for the occasion was produced 
and cut into requisite lengths, after 
•which Rider bound both prisoners se- 
curely and rolled them helpless into 
’f.he corner of the hut, completing his 
■tsrnrk bv tvinc pieces of blanket over 
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Some Fallnre* of M^a*hlnictf>n Irvlnff 
a« an .-Yffer-Dlnner En- 
tertainer. 



Washington Irving was not a ready 
after-dinner speaker. The author of 
“American Bookmen" says that he 
shunned public appearances; yet when 
Dickens came io New Y’ork, in 1842, 
Irving could not escape jiresidingat the 
great dinner in his honor. They had 
already' become friends through cor- 
respondence. but Irving's delight in 
“Little Nell” had to be expressed in a 
letter to the author, and Dickens, in his 
enthusiastic response, had said: 

‘Died rich Knickerbocker’ I have 
worn to death in my’ pocket; and y'et 
I should show y’ou his mutilated car- 
cass with a joy bey’ond expression.” 

'I'lie night of the public dinner came, 
and Irving’s drejid of the introductory 
sivecch Jeept him murmuring through- 
out the repast: “I shall certainly break 
down.’' 

At tbe proper time he ro.se to his feet. 
b(\g;m bravely’, but could only utter a 
few sentences, and ended by’ taking 
refuge in tlie announcement of thf 
toast : 

“Charles Dickens, the guest of the 
nation.” 

The applause was generous and Irv- 
ing took his seat. 

“There," he .said. “I told you I should 
break down, and I have done it!” 

Later, while on his way’ to Madrid, 
he found himself called upon, at the 
dinner of the Literary Fund in Lcm- 
ilon, to respond to the toast: "Wash- 
ington Irving and American Litera- 
ture.'’ All he could say, in acknowledge- 
ment of an enthusiastic reception, was: 

“I beg to return you my* very’ sincere 
thanks.” 

One Englishman at the table was 
heard to make the laconic comment: 
“Brief!” 

“Yes,” said another beside him, “but 
y ou can tell the gentleman in the very 
tone of his voice.” — Youth's Compan- 
ion. 
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hide here to-day and if these men come 
back and camp here to-night, as Tarbox 
says they will, it's a pity if we can't 
give them a dose of their own medi- 
cine!” 

“I’m with you!” cried Tarbox. “It's 
a famous plan! They will never fora 
minute suspect such a thing!” 

“Count me in. too!” .said Green, and 
tlie other.s were equally a.s eager when 
they understood the projiosition. 

Tom made hiis way' at once to the hut 
and s<'cured the revolver he liad seen 
there. It wa.s not loaded, but he placed 
it in his belt, hoping to linil some cart- 
ridges at the camp to fit it. 

“We might as well have a bite to 
cat,” said the capitalist, whose name 
wa.s .Seymour, “I haven't lost much, 
and I confess that I am hungry. Miss 
Avery, do you suppose you could give 
us a cup of coffee?” 

There were plenty of provi.sions lobe 
had, and. in spite of their misfort lines, 
they all ati’ a hearty breakfast, and felt 
the better for it. When they had fin- 
ished, Tarbox said: 

“Now we must get out of sight and 
keep a watch on the trail. 1 have no 
idea they’ll be along before late th.is 
afternoon, but we’ll take no chances. 
This piece of woods runs 50 miles* in 
the direction they’re taking, and they 
can’t get through it. They’ll give it up 
by noon and start back, thinking we are 
gone.” 

Joe Tarbox proved a true prophet. 
Hank Bowers and his companions spent 
the forenoon trying to paiss the wood, 
and then the leader said: 

“It ain’t no use goin’ any farther this 
way. We might as well go back ter 
their trail. Them fools has gone ter 
Dyea as fast as their feet kin take ’em 
ter try an’ find us. Come on.” 

He wheeled hrs hoirseas he spoke, and 
the other.s followed his example, llie 
j sun was below the horizon when the 
tired animals once mope entered the 
track’they had left that morning, and 
Bowers hurnied hisalong. remarking: 
“We might as well git along ter ther 
old hut agin an' camp ternlght. It’ll 
save ther botherof stickingout our tent 
an’ cuttin’ beds. Stir up ihose crit- 
ters!" 

Half an hour later they had reached 
the spot where they left their prisoners. 
It was deserted, and Bowers chuckled 
with satisfaction as he said : 

“Think of ’em trampin’ for all they’re 
wuth an>’ we with all their stuff!" 

As he spoke he dismounted, and 
added: 

“We’ll hev ter lead these critters in- 
ter ther bush with us afe-re we unpack 
’em. We must put ail dust in the 
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A WIdovr’a Ecc«n(rlp Kite*. 

A lady in deep mourning some time 
ago called upon the proprietor of a Syd- 
ney waxworks show and asked to be al- 
lowed every Sunday morning to place 
a clean white shirt on the figure of her 
liusbuud (who had been hanged for 
murder). Her reijuest was granted, 
and for close on si.x months she nevei’ 
missed a Sunday. Then the ri.sits 
ceased, and no more was seen of the ec- 
centric visitor, until one day tlm wax- 
works man was standing at his door, 
when she came along in gay apparel, 
and explained that, as she had married 
again, hubby Xo. 2 objected t*' the little 
hebdomadal ceremony over No. 1. — Syd- 
ney Bulletin. 

Uluuil Will Tell. 

“T think,” said the hairdresser, “that 
a barber is born, not made.” 

“Yes," saidi the customer, as he ap- 
plied a piece; of plaster to his chin. 
“Blood will alivays tell.” — Town Topics. 



For 91.50 we ftirniiih theeclebrated BIIO'IVX’8 AB- 
DOMINAL BELT for tbe cure ofCOKPl l.ENCY. 

^ - ~iT ~- /7 Ecrpulrut pooplg 

*ho wear the 
*MoeU. 

«*»>£ of^Sxw*! 

Herolot 



TREES! TREES! 



/la 7'’" f** ■ eoafoct 

6 ^^ ' And rx»*«r xell 

youwlll appreciate. Ko eornaimt pervaa 
can afford to be v.-lthont this belt. 

4 ut thii Ad. eet and send to us with $1.50 
and lOoentoexIrafnrpnsta^ state beighi, weight, age and 
number Inches around the Dody.large.st parLaud we will 
send the bel i u> you by aal I postpaid, with the understand 
ing that if it is not perfectly satl.sfactory and equal to 
belts that retail at ffl.OOand upwards you cun return it 
at our expen'^e. Mrlle for free Belt and Traas i'atalngue, 

SEARS, ROEBUCK & CO., CHICAGO 



Offer Everything For 



JOHN CONNELLY 



Fall stock of Frnit and Ornamental 
Trees, Qrapoa, Small Fraite, Asparagaa, 
SbralM, and evorvthing kept In snch an 
establishment. We employ no ageats. 
Descriptive (’atalogne on application to 
H. F. aiLLENMKYER, 

Lezingtou, Ry. 

Thone 27ft^ Oct.8-8m| 



PARIS, KENTUCKY. 

Work gnaranteed satisfactory, 
promptly answered. Your wi 
solicited. Prices, reasonsbis. 
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TBE BOSteOII HEWS. 

iNineteeoth Year— Efttabllahed 188 l.\ 

PUBLISHED EVERY TUESDAY AND FRIDAY 
WALTER CHAMP, ) 

„ ' y Editors and Ou ' ners . 

SWIFT CHAMP, ) 



Make all Checks, Money Orders, etc., 
payable to the order of Champ Biio. 



ADVERTISING RATE>1. 

Displays, one dollar per Inch fcr first Inser- 
tion ; half rates each insertion thereafter. 

Locals, or reading notices, ten cents per line 
each insertion. Ds-'etsin black type, twenty 
cents per line each Insertion. 

Kractions of lines count as full lines when 
running at line rates 

Obituaries, cardsof thanks, callson candi- 
dates, resolutions of respect and matter of a 
like nature, ten cenis^^r line. 

Bpenal rates glTen for large adTertlseraents 
and yearly cards. 



DEMOCRATIC TICKET. 

FOR CONGRESS: 

JUNE W. GA^ LE, 
of Owen Connty. 

Remember the Congressional election 
Monday. Polls open from seven till 
foar. 

In Gayle’s Interest 

To-morrow will be a big Democratic 
day in'Owenton, at which time speecbts 
in the interen^ of Hon. June W. Gayle, 
nominee for Congress, will be delivered 
by Hons. Jo Blackbnrn, William Gk)e- 
bel, Jotin R. Allen and W. B. Moody. 

Concemiiig Mr. IJryan. 

Mr. Bryan ,s private secretary said to- 
day that there was no truth in the story 
originating in Washington that Mr. 
Bryan was engaged in writing a hook 
on political qneetions. He is in Texas 
eimply to rest and prepare for next 
year’s campaign. He will return to 
Lincoln to attend the traveling men’s 
banquet on January 5, after which be 
goes East, not on a lectnrisg tour bat ta 
fulfill promises to speak at varions 
places. Most of these speeches will be ‘ 
made in New Jersey. 

Printing The Bal.ots. 

[Cynihiana Democrat] 

The threatened contest in Knox and 
Johnson connties over the nse of what 
are denominated tissne ballots, and the 
tangle in Nelson county over a typo- 
graphical error in the ceitificate, could 
have been easily avoided. The law 
ehonld require the printing of all ballots 
used in state and national elections to he 
done by the public printer. The sec- 1 
i^tary of state sbonld certify to him 
alone the names to he placed on the 
ballots and he sbonld be held responsible 
Mudsr his bond for the correct execntion 
of the work. The ballots would then he 
Of uniform size, the paper of uniform 
thickness, and the chances of errors 
reduced to a inlniuinm. Under the 
present system the names of candidates 
are certified by the secretary of state 
to one hundered and nineteen diflerent 
county clerks, presenting chances of at 
least one hnndered and nineteen errors. 
These oonnty clerks in many in- 
stances under a false idea of economy, 
and with a desire to make as fine a 
showing as posible before the fiscal 
court— members of which frequently 
know absolntly nothing about the value 
of printing and conld not recognize a 
piece of good work if thrust unde their 
noses— hawk the printing of ballots to 
the lowest bidder. The lowest bidder 
is not the best bidder. The printer who 
underestimates the value of good work 
is not capable of doing good work. The 
consequence is the printing of theballote 
often is in the hands of men who cannot 
do justice to the job, and the wonder 
is that more mistakes are not made 
and more opportunities presented for 
ditJ ranchitiug the innocent voter. 

The ballots should be printed by the 
pnblic printer and. charged up to the 
conntv. 

And next time lei a cross be placed 
on both ends of the stencil, so that the 
voter who does not know his head 
from hie heels, but is yet a sovereign 
citizen, cannot stick the wrong on the 
bUlot and kill his own vote. 



Election Beta Paid. 

D. J Peed, of this city, has received a 
one hundred dollar check from a Inuis- 
ville man in payment of an election het. 
Mr. Peed took the Taylor end of the bet. 

A dispatch from Lexington says that 
election bets are being paid in that city. 
It is said that Lexington turfmen 
wagered nearly ^>0,000 on the election, 
Col. Milton Young and Col. R.T. Hollo- 
way being the largest bettors. They 
took the Taylor side of the proposition. 

Hon. June Gayle, of Owen conntv, 
is a candidate for Congress from this 
district. Democrats, don’t forget to go 
to the polls and vote for him. 

Democrats, remember that asucceesx^r 
to Hon. E. E. Settle is to be elected Mon- 
day. Don’t fail to go to the polls and 
vote for Hon. Jnne Gavle. 

New Maple Syrn^ in bulk 25c. per 
quart. Saloshin & Co. 

Oysters 25 cents a quart at Geo. N. 
Parris’. 

Ex -Gov. Hogg, of Texas, says that 
be would not accept a Democratic nom- 
ination for Vice President. Does he 
want to be whole Hogg or none ? 

Arthur Grissom, the poet, is suing his 
father-in-law at Kansas City for $110,- 

000 for alienation of his wife’s affections. 

Alligretti’s, Peebles’, Plows’. (St. 
Louis), and Lownev’s fine candies— none 
better — always fresh, at Dow Spears’. 

The sleeping car companies have 
formed a trust. The porters have had a 
trust these many years. 

Ladies will find rare bargains in golf 
hats, sailors and walking hats at Mrs. 
(’borne Watson’s during December | 
They go at less than cost. Ladies who 
wish these hats will find them desirable 
at these prices. (dec29) 

The L. & N. has sold 600,000 acres of 
land in Western Florida to a Michigan 
syndicate for $600,000. 

The Board ot Tax Supervisors for 
Bourbon County will begin its work 
about the first of January. 

Buy something nsefnl for holiday 
presents. Clarke & Kenney have gold 
pens, exquisite perfumes, fine leather 
goods, cigars, pipes, stationery, combs 
and brnshes, and other nsefnl gifts. 

My agency insure.s again.«4t fire, 
wind and storm — best old reliable, 
prompt paying companies— non- 
union. W. O. HINTON, Agent 

My Mountain Ash oellico is by far 
the beet semi-cannel ever mined. I am 

1 the agent in Paris for this celebrated 
coal and my prices for it are no higher — 
they are just what yon will have to pay 
for other Jellico. Geo. W. Stuart, di 
rectlj opposite L. & N. freight depot. 

My agency insures against fire, 
wind and storm— be.st old reliable 
prompt paying companies— non- 
niilon. W. O. HINTON, Agent. 

Burnhams Clam Chowder 10 cts. per 
can. Saloshin & Co. 

Thanksgiving goodies of every de- 
scription can be found at Geo. N. Parris’. 





FRANK & CO 
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Caq Tou Believe Youi Eyes ? 



SPECIAL AHHOrNCEMENT! 

WE WILL OFFER Al I 



IF SO, STOP IN AND SEE THE 
WONDERFUL BARGAINS 
I AM GIVING IN 

UTABLES FOR CHRISTMAS ! 



Ladies lailor Sails, 

At (Jreailv Reduced Prices. 



No Stale Goods, But Everything 
Fresh, Clean and Neat. 



We Guarantee a Fit. 
All Garments Altered 
Without Extra Cost. 



And Do Not Forget That 

Lowney’s Chocolate Bonbons 



Are the Best Made. 




^l 







THE PEOPLE’S GROCER. 



Try H. O. Pancake Flour. L. Salo 
shin & Co. 

The Bourbon Steam Laundry, 
having secured office room at 
Parker & James,’ comer Fourth 
and Main, w ill locate their main 
office at that place. ’Phone No. 
4. All calls or hdmlles entrusted | 
to them will receive prompt at- i 
tention. 

Twentieth century chocolates are The 
best in the world — at Prather’s. 5t 

Free of Charge. 

Any adnlt suffering from a cold settlnd 
on the breast, bronchitis, throat or long 
tronbteb of any nature, who will call at 
1 J. A. Wilson’s, will be presented with a 
! sample bottle of BtAschee’s German 
Svrnp, free of charge. Only one bottle 
given to one person, and none to chil- 
dren witbont order from parents. 

No throat or lung remedy ever had 
sneh a sale as Boschee’s (ierinan Syrup 
in all parts of the civilized world 
Twenty years ago inillious of bottlee 
were given away, and yonr druggist will 
tell you its success was marvelous It ib 
really the only Throat and Lang Rem- 
edy generally endorsed by physicians. 
One 75 cent bottle will cure or prove its 
valne. Sold by dealers in all civilized 
countries. oct-27-ly 



PRATHER’S STORE 

Oflfers the best advantages for bu}’ing Candies, Nuts, Fruits, 
and everything that is good and needed for ( hristinas use and 
for presents. I liave the largest stock of Nice Candies ever 
shown in this city, at prices from 8 cents to 75 cents p» r 
pound. I have a large stock of Fancy Package Candies which 
were made to my order, and are therefore fresher than any you 
can b«y elsewhere, and I carry a full line of Gunther’s, 
Peebles’, Low aey’s and Lease’s Candies. If you dtiire a nice 
Basket of Fruit or a fine Package of Gandy, please call and let 
me fix it up before th# rush, and you will get a nicer job. 



Remember “Old Kentucky” Coffee. 
15 Centa Per Poued 



CLOAKS AND FURS 

For Ladies, Misses and 

Ohildren. 



Franlf^ Go. ^ 

404 MAIN STREET. PARIS, KY. ' 



DID YOU STOP CO THINK 

Tiiat Xm«s is very near? Well it is, and we 
would like also to tell you that we are prepare ( 
to show you the finest and most complete Ud< 
of Holiday Goods ever shown in Kentucky. * 

S 



r 
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1 SHOE BOXES 

J Are so useful. YOs 
^ and they are orna- 
mental too. 



PRATHER’S, 



431 Main Street. 



\ SUITABLE GflBISTMAS CIFT. 



CHRISTMAS. 




Do you realize its nearness ? Only ten more 
business days. Make your purchases early in 
Men’s and Boys’ Clothing, Kats, Caps, Etc. 

« 

^he swellest line of Neckwear and Handker- 
chiefs in tow a. The J3rand New Muffler for both 
Ladies and Men. 




WANTED ! 



Every Hou.sekeeper to Try 



Uaa’sSastfJd!|fC9!i 




5 



Your Mouey B;vek On Demand. 

PARKER & JAMES, 



Fo i.tli auil JIaii* Sts., Paris, Kt- 



The TOY FREEZER in a real 
freezer. It works just like moth- 
er’s big freezer, and it makes 
just as good ic« cream as her’s. 

A pint is just about enough for 
the children’s wants, hut if they 
wish more, each child can take a 
turn in freezing. 

THE BEST TOY IN TOWN. 

$1.50. 

For 8al« By 



tames 



The new Jelly Powder. There 
is nothing now ou the 

t 

market like 

HASTY JELLYCON. 

It is made to excel all others, and 
is warranted to produce a 

HIGHLY SUPERIOR JELLY. 

Six Flavors— Orange, Lemon, 
Raspberry, Strawberry, Wild 
Cherry, Calfsfoot. 



L. Saloshin & Co 



Always glad to show our line of house fu 
nishings. Call and see us. ; 



niiiiiiim iiiiiiiiiiiiniiiiTimi iiiiiiiiiiii r 

J 

Undertaking In all its branches. I can furnish you at any tt 
Embalming scientifically attend- an experienced mau for lu^ 
ed to. Carriages for hire. work. * 

Furniture repaired. Hou.sehold THE HANDSOMEST LIN 
goods moved. WOOD MANTELS LAMPS in Central Kentuc 
and TILINGS always on band. 



TELEPHONE NO. 36. 



NIGHT ’PHONE 22 OR 56. 



J. T. HINCO 
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THE gODIBOyEWS. 

[Nineteemh Year— EHtabllabed 1881.] 



(Enieied at the Post-office at Paris, Ky as 
sex>nd class mail matter.] 



TSLEPHONE NO. 124. 

aonacRiPTioN prices. 

( Payable in Advance.] 

Oneyear t2 oo | Six mouths Jl.OO 



Make all Checks, Money Orders, 
payable to Ihe order o/ Vhamp & Bko. 



Goebel Will Contest. 

Senator Goebel and Hon. J. W. C. 
Beckman decided yesterday at the con- 
ference at Frankfort to contest the 



election of Governor W. 
Lieutenant Governor 



to contest the 
S. Taylor and 
John Marshal) 
The balance of 



PFJISON AI. .]IENTION. 

iON'.tRS ANJ GOERS 'OBSERVED BY 
THE . ■ •' MAN. 



You can get 
Parker & lames’. 



mnffler at 




We claim the largest stock of fancy 
groceries in Psris. Fee & Sou. 



before the Legislature. The balance of 
the candidates for minor places on the 
ticket served notices of contest Tuesday 
on the Republicans who were given cer- 
tificates of election. 

Tlireateiiiiig Letter.s Received. 



Now On Sale 1 



■ Judge W. M. Purnell and County 

^ Attorney Dnndon have received letters 

43 will uoiiiii^noG to roooivo from unknown persons w ho threaten to 
Turkeys a^aiu oil Nov 27th. and ®P ii*® court bouse, the county 
ivill continue receiving at market Paris with dyna- 

prices until l>ec. 15tli. mite if Forrest Lang, who is under in- 

C. S. Hrent & Bro dictmeut for murder, is not hanged as 



Muiitmj mm vii mw. 

The question arises, “What shall I give for 
.mti Wrfu “d*,T’ i" time-ie.ve"oar candy orders Chrlstmus ? ” Wo caD {inswcr that questiou tor 

-Mr.audMr;. B. F. Baddsy bare j Something uselul. Why uot a nice 

Jr wa. Da^mo T*B.;.s.-Ioy lady -i<b- 1 JACKET, DRESS, FUR COLLARETTE, 

air.s. JNainan uajiess, jr., was ^ fj^essing tanle wonM appreciate * 

report..d better yesterday. ^ Chietmas present. J. T. CAPE, SILK WAIST, TABLE CLOTH, 

— Chas. B. Mitchell was in Cincinnati Hinton has a nice line ’ 

yesterday on a business trip. I NAPKINS, TOWELS KID GLOVES. 



„ ^ . rrr A ' BuTTER scotch syinp— best iu town—; 

— Mr. and Mrs. Catesby Woodford left Prather’s. 5t 



E. F. Spears & Sons have had and 
still have the exclusive agency for 
North Jellico coal. Try it. tt 



mite if Forrest Lang, who is under in- 
dictment for murder, is not hanged as 
was Claret ce Williams. The letters are 
regarded as a hoax. 



Remember the Methodist ladies’ bazar 
Taeeday in the old Thurston Hotel 
property. Dolls, fancy work, cakes, 
etc , for sale 



Sam Clay, Roesville and Bowen 
Whiskies. Fee & Son. 2t 



lid Thurston Hotel Buy a Knox, Guyer, Segler, 
fancy work, cakes, Stet8on or DavLs Hat for your 

present— we have them all. 
J. W. IkAVIS & CO. 



yesterday for a short stay in Cincinnati. 

— Mrs. C. Alexandar is visiting her 
daughter, Mrs. Ulie Howard, in Cov- 
ington. 

— Miss Laura Lloyd, of Mason, is the 
gnest of Mis. W. B Woodford, near 
Paris. 

— Miss Ford Heath has gone to Cov- 
ington to visit her sister, Mrs. W. O. 
Paxton. 

— Attorney Wm. Cuchran, of Mays- 



CAPE, SILK WAIST, TABLE CLOTH, 

NAPKINS, TOWELS KID GLOVES, 
HOSIERY, &c. 



The largest sonp oysters *n this j 

market, sold by V. K. Shipp Also' HANDKERCHIEFS— The largest and mo.st complete line ever 
turkeys, docks chickens, celerv and *** City. 

cranberries. Come soon. V. K. Shipp. IMPORTED CHINA W.VRE.- AI1 the new pieces, such as Um- 

Comfort.-Do vTn know anybody Stands, .Tardiniers, Chocolate Pots, Plates, Fern Disi*es, 

that would appreciate a real nice com- Celeiy Boats, Ac. 

fort for a Christmas present? J. T. Come and see us before making your Christmas purchases. 
Hinton has the best. 



Gov. Bradley offered a reward of $.')00 
for ne apprehension and conviction of 



ville, was in the city yesterday on legal the members of the Maysville mob who 



Democrats, don’t forget to go to the 
polls Monday and vote. The polls will 
be located at the regular places and will 
be open from seven till four. 

Dr, Goldstein, the optician, Louis- 
ville, will be at the Windsor Monday, 
the 10th 



buriness. 



lynched and burnt d Dick Coleman, 



Folding Beds.— Almost any house- 
keeper would like a nice chiffonier or 
folding bed for a Christmas present. J. 
T. Hinton is selling lots of them. 

Free Demonstration. 



—Miss Milda McMillan left' Wednes- negro who brutally murdered Mrs. 



day for a vieit to Miss Phoebe Beckner, 
in Wind. ester. 

— Miss Kittie K’uzor will arrive in a 



James Lasbbrook. The Governor re- 

j 

oeirt>d a commuuicatiou from the Ohio 
Anti-lynching Society congratulating 



silk and line 
Parker & James. 



. . There will be a free demonstration of 

A FULL lint* of silk and linen Tryphosia and Imperial Gelatin to-day 

handkerchiefs. Parker & James. at C. B. Mitchell’s and to-morrow at V. 

Di u 1 , .. 4 U- i. 4 R. Shipp’s. All are invited. It. 

Black cakes, none lietter, thirty cents 

r ponnd. Largest assortment we iji4.t5 buys bbl. Climax Patent flour at 

er bad of teA cakes, everything in Peg & Son’s. 



per ponnd. Largest assortment we 
ever bad of teA cakes, everything in 
cracker line fresh, at V. K. Shipp’s. 



Give 



Twenty-six Psris voters who did not present, 
vole in the last election bad their names 
placed on the registration books Tnes- Stool 



hat for a Christinas 
Parker & James. 



Stools. — How about those fancy 



day. They were about eqnallv divided Hintons for Christmas 

betvreen the Democratic and Repnbli- ’ 



can parties. | 

Book-Casks. — Give yonr husband a [ 
nice desk or book-case for his office. J. j 
T. Hinton is showing ap elegant line. j 



A Delightful Musical. 



Old Scotch and Iruh Whiskies. Fee 
& Son. 2t 

Why not a House Coat or Smok- 
ing Jacket for a present — all the 
new things in them. 

J. W. DAVIS & CO. 



Parker «& James have 
Christmas goods 



’ » The Paris Mnsical Clubgave a charm- j j 

s office. J. ing magical Tuesday night at the home 
;autliue. Mrs. Frank Fithian, a leading mem- 

CJttX‘iiSi0 i 

liskiw. Fee *>«•■ o' ^he program waa en- 

2t joyed by about seventy persons. The ’ 

“ _ Instrumental numbers were contributed ® 

* by Miss Sallie Joe Hedges who played a —Mr. 1 

^ ^ piano solo “Invitation the Waltz,” Miss 

_ „ „ Ettavieve Foote, who gave “La Campa- relatives. 

* nella,” Miss Nan Wilson, who rendered ®®*rie time, 
full line of two selections (a)“Air de Ballet” and — Mrs.. 

(b) “The Nightingale,” and Mies Nellin day from 



few days from HamiltoD, Ohio, to viait j •>'“ a*'''* fade: 

Miee Daisy Boone. f °b 

— Elditor Squire Turner, of tke Mt. Chairs. — Chairs and rockers of every 

SterlivK Sen/tnc/- /)r 7 nncraf, whs in the description, at J. T. Hinton’s, 
city Wednesday night* — ■ . — 1 

—Mr. and Mrs. O. P. Clay and daugh- CtOPlfflfllllPrC^ HlPPlinfl 

ter left yesterday for Mt. Sterling to UlUul!Ll|UluUlU |UUUllliy« 

visit Mi-s. Webbie Chorn. 

—Mrs. Lnla Honaker has returned to The Stockholders of the Gas Company 
Lexington after a visit to Mrs. J. J Paris will meet at the office of the 

__ ^ A A. A r08lCl(*llX OQ 

McCliutock, OD Third street. 

Xd- r* TA • M- oi SATURDAY, JANUARY 6, 1899, 

— Miss Eva Davis and Miss Blaydes, < 

ofBagdag,are gnests of Mrs. Harry | P ni for the pnr^se of 

„ electing a board of directors for theen- 

Stamler, on South Mam street. j year. CHAS. STEPHENS, 

— Mr. and Mrs. W. K. Massie came to 15dec-td President. 

Paris the first of the week for a visit to | 

”irz " .ir«. . loiicB 10 Siocmoioors. 

Carlisle, and Hanson Paterson, of Cyn- j — 

tbiana, were in the city tbia week at- ^ meeting of t’oe stockholders of the 
tending court. Citizen’s Bank of Pans, Ky.. will be 

-Mr. E. T. Shipp, who reprMenU » held be office of eeid bent at ten 
„ , . . -la. o clock on Monday, January 1, 1900, for 

Boston shoe honse, is here on a visit to jJjq electi'»n of officers for the ensuing 

relatives. Mrs. Shipp has been herej for year. J. M. HUGHES, Pree’t. 



ARE THE BEST 



mPPlinn They repeat to you the sweet voices of famous sing- 

UlUual(UluUlu )Uuuilliy« 0J. ^ reproduce accurately the best music of famous 

The Stockholders of the Gas Company baudS and OrcheStraS. 

Pre^fd^^euron them. All price machines in stock. 

SATURDAY, JANUARY 6, 1899, Records 50 Gonts E&ch. Five Dollars per Dzz. 

3o’clO'k p m., for the purpose of j 

pcting a board of directors for theen- \A/ M HINTON JR & RRO 

inirvear. CHAS. STEPHENS. V V . IV . . I 1 1 1 N I >1 U I \ 



jat3o’clO'k p m., for the purpose of 
electing a board of directors for theen- 
I suing year. CHAS. STEPHENS, 

! 15dec-td president. 



At W. M. Hinton's Jewelry Store. 



lleis. 



Wm. Myall. Cashier. 



— Mrs..L. C. Moore arrived Wednes- ; 
day from Detroit for a visit to her 

Bnckner, who playefl a “Waltz,” by mother, Mrs. S. M. Wilmoth, on L1UU11U1( Ul UillUUlU* 

The Pans Telephone Company has (]]iopin. The vocal nnmbers were ren- Second street. 

•ompleted its line to Lexington and the dered by Mrs. Riou Dow, who sang “In — Mrs. Henrietta Williams and sister, ^ meeting of the stockholders of 
local pub«crib.r.m»y talk free of charge Th. Uorer.” Mr., t'hae. Mehagen, who Mrs Scott, came dowu Wedneaday from 

this week to Le xington friends. sang “A Song of rhankigiving, Miss Montgomery conuty, to visit Mrs. Ida day, Jannarv 1, 1900, for the election of 

We have a beantifnl lineof snspenders. Hudson, who gave “The Arrow Stoner, daughter of the former. officers for the en'*uing year 

Parkeb & James. ’ ‘be Song," and a qaartot TOmpoeed ^abel Hill write, home from „ 



Eletiiill Olito. 



meeting 



the stockholders 



Christmas Comes But Once a Year. 

Therefore prepare your.velvos aii<l come to our s*tore and 
look over the nicest line of Diamonds^ Watches, Jewelry and 
Novelties In the State. We select our stock from the best 
manufacturers in this and foreign countries and with the 
greatest care, appreciatinjr the tact that our i>eople wan^ 
nothing^ but the finest and strictly up-to-date goods. Oui 
line of Toilet Goods, Sterling: Silver, Ebony Goods, I’mbrellas, 
('lit Glass, Ac., are strictly select iiovcltic.s and patterns that 
are not to he raaiid everywhere. Everythin}' marked in plain 
figures. 



tbia week to Lexington frienda. 



down Wedneadav from Bourbon Bank, of Faria, Ky., will be 
aowu weaneaaay irom . , j r*flR/.or»f th«ir nant- 



We have a beantifnl lineof sn^penderp, 
Parker & James. 



-i-r 1 of Meadame Frank Fitbian and F, J. 

Lamps. — Thoee lamps at J. T. Hin- Cheek and Miasea Flora Hill and Blanche 
(d’s are the very things for presenta. Hudson, which sang “Annie Lauri*-.” 



B WooDFoftB. Cashier. 



ton’s are the very things for presents. 

Messrs F. R. Armstrong, George R. 
Bell and John J. R**dmoo have been 



Hudson, which sang “Annie Lauri*-. 
Coffee and sandwiches were served to 
the gnests after the last number had 
been given. Mr. Robert Franklin was 



appointed Jnrv (Vtnmippicners by Judge ,, j r j ^ 

, ^ J h called upon for a song and responded 

J. E. . aP tnll. ^ “Because I Love You.” 

Shaving Glasshvs.— Does vour bus- Voluntary contributions by the gnests 

band or brother .have bimeelf ? Give 5,®“®^ “b"®* *’5 f®' “'® 

. . , Fund. 



him one of those shaving glasses at J. 
T. Hinton’s. 

- 

A number of High School pnpila are 
rehearsing the farce “The Shakespeare 
Water Core,” which they will present 
next Friday night, the 22d, at the opera 
Itonsa, 



No TRV.SH Here.— D on’t bny trash 
for presents. J. T. Hinton has nothing 
trashy. See his stock before buying 
presents. 

French Marrows in Branny. Fee & 
Son. 



Colami)ns that she is having a delight- i ^ 

ful vi«it at the Ohio capital. Several i I I D I • Tk Iff 

enteitaiurntnij have been given in her pOOKS! DOOKS . OOOKS ! 

honor. 

— Mr. Harry O'Brien, who has been » ^ u t » v. 

^ ^ , Books for babies. Books for bovs 

fflling a good Dosition iu Philadelphia at _ . , . , n i . v. ^ 

r. .. - , ^ , Books for girls. Books for everybody. 

the Manntactnrers’ Exposition, arrived . Xmas cards The latest 

, m . • I .. . A wa OUUHIOIB BliU CniUB X UC loltTni 

home Tuesday for a short visit. Mr, ^ i j u .. • . 

, .art calendars. Prettv picturts. Desk 
Smith O Brien, who has been employed , i • 

. . . .. . farnitnre, consi.^^ting of paper knives, 

at the exposition, will arrive this week. , j • * j 

seals, pads, ink stands, blotters, pen 

Misses Nannie Chay Kate Alex- vipers, stamp boxes, &c., &c. Games 
ander and Nannie Roberts, Messrs. Sam gjj kinds. ChiUfrens desks. Mnsic 




* 








the Manafactnrere’ Exposition, arrived 
home Tuesday for a short visit. Mr, 
Smith O’Brien, who has been employed 
at the exposition, will arrive this week. 

— Misses Nannie Chay Kate Alex- 
ander and Nannie Roberts, Messrs. Sam 



Clay, John Brennr.n, Ford Bient, John i Nic'® stationery, Ciepe paper in 



Woodford, Will Sweeney and Dr. John f^acy ( 
Sweeney, of this city, attended the ],Qak 
inangnral ball Tuesday night at Frank- (^ook It 
for. 



fancy designs. Mrs. W. A. Johnson’s 



OUR FRIENDS, 
THE PEOPLE” 



Are advised that our stock of 
Harware, Stoves and Tinware 
is large and complete. 
prices are s low as anyone } 
make a specialty of Builaers 



book “What to Cook and and how to Hardware— Tin Roofing, Slate and Galvanize d Iron Work, S'eel 

Cook It.” All these can be had at the _ ... , ,. . _ • • xxTa 4.u« 

Ceilings, and everything pertainmg to building. We emplr.y the 



CoccHBB.-W.li, m»ybe' your wife The Edieoo reprodneve 

^ - - A. accurately and sweetly the hnmau voice 

wonldn t like to have one of those nice be%t mnsic of famous bands and 



leather conefces — at J. T. Hinton’s— for orchestras. Call and hear them. A 
a Christmas present ? full lineof machines and records al- 

ways in stock. An elegant Xmas pres- 

We sell the geuine Edison Phono- ent for any one, they please all ages. W. 



graph. All pisces in stock. Large as- 
sortment of the best records always on 
band. W. M. Hinton Jr & Bto., at W. 
M. Hinton’s Jewelry store. 

Messrs John Feeney, Henry Fnhr- 



M. Hinton, Jr. & Bro , at W. M. Hinton’s 
jewelry store. 

Masquerade Burlesque Skiite. 

There will be a ma‘»qaerade Bnrletqne 
I Skating Contest at the rink Thursday 



Tlie llrtrrell Will Case. 

The hearing of the testimony in the 
Harrell wiU case which was began in 
Circuit Court last Saturday was finished 
Wedueaday afternoon, and attorney 
John 8. Smith began the argnment for 
the proponudera. W. H. McMillan 
began yesterday mornii g to speak for 



Paris Printing and Stationery 
Company. 

Cslii ieritor Tmlneit. 



Guaranteed Cure for Catarrh. Asthma, 
Hav Fever, Bronchitis, etc. Endorsed 



coutestents. 



Dickson by prominent people of Paris. 



maun and George Kent Varden left night, the 2lst. Prizes awarded at 
Wednesday for a hunting trip in Rowan eight o’clock. The winner of cojitfst 
county, near Morehead. Mr. Feeney has the choice of one pair of the celebra- 
will make a short visit in West Virginia ted Walkover shoes — any size, style or 



before coming home. coh r — now on exhibition in show win- 

— — - Qf (jlay’s Shoe Store. Better than 

C 00 K-s;Fl.ke R.™ 10 cts per CartoD. ^ „«! thing on rtatea- 

Fee & Son. the grand march, ‘reverse skating, the 

Can’t Miss It — Yon can not miss it grapevine, the glide and Dutch roll— 
when yon bny yonr Chrisimas presents yon will get it all. Doors open at seven. 



at J T. Hinton’s 

The News has received a coramnni- 
C'ition denying the statement published 
Friday to the effect that the name of J. 
H. Dimmitt, of Cynthiana, appeared 
among the contestants t*f the Matthew j 
Howard will without his knowledge or 
consent. Mr. Dimmiti is one of the 
heirs. 

Knox is the King of Hats, W e 
are^le agrents for Knox. 

J. W. DAVIS & CO. 

Pictures — The nicest line of pic- 
tures ever shown iu Paris is now on ex- 
bibtion at J. T. Hinon’s 

Fbesb Cheese Strawra and Saratoga 
Chips. Fee & Son. 

The Edison Phonograph reproduces 
accurately and sweetly the human voice 



Admission ten cents. Gt) 

Finest Lime Wines, Brandies and 
whiskies. Fee& Son. 

W’Esell the gennine Edison Phono- 
graph. All pieces iu s^ock. Large as- 
sortment of the best records always on 
had. W. M. Hinton .Tr., & Bro., at W. 
M. Hinton’s Jewelry store. 



closed the argument yesterday afternoon! 

f *u A . 1 I2declm 

for the propoundera. The property in- 

volved is a bequest of seventy-five acres Z 

of land which Benjiman Harrell willed 

to J. B. Kennedy to be used as an ednea- 

tional or benevolent fond. Bradi 

The jury returned a verdict snstaining Buck 

the will. fui™ 

The Uiterbick murder case will ^ 

probably be the first case called to -day. d8-3t 
Ed Mason, Albert Montague and '■ 

Henry Johnson, three young colored Cj 
boys who have been convicted of f-etty 431 
theiving, have be^n given terms in the 
Kentucky Reform .‘^cbool at Lexington. 

.Mason goes for five years, Montague 



CLAY, JR.. Ayput. 

Paris, Kv. 



BU CK stray ed. 

Strayed about two weeks ago from 
Bradshaw’s brickyard a Sontbdown 
Bnck, two or three years old. Any in- 
formation regarding same will be thank- 
fully received 

H C. HUTCHCRAFT. 
d8-3t Paris, Ky. 

Stockholders’ Meeting. 




The stockholders of the Agricnltnra) 
Bank will meet at the Bank on the first 



three and one-half years and Johnaon , Monday in Jannary, 1900. to elect Di- 



Baltimore oysters and Celery. 
Son. 



Fee & 



If your pre.seiit comes from 
Daxis It is rig-tit Right iu price, 



for two and one-half yeais. 



Holiday Excursion Kates. 

The Sonrthern Railway has arranged 
a rate of a fare and one-third for the 
round trip for the Christmas and New 
Year Holidays. 

Tickets will he sobl by all agents De- 



rectors for the ensuing year. 

HENRY SPEARS, President. 

“TIME! 



If you want pure white lime leave 
vonr orders at my office on Main street. 



cember 22nd, 23rd, 24th and 25tb; also orders promptly atteuded to. 



December 30lh and 31st, and January 1st, 



JACOB SCHWARTZ 



right in quality and right iu style. v?ith return limit January 4th, 1900. 



J. W. DAVIS & CO 

Jardinieres.— J. T. Hinton has the 
prettiest line of jardinieres in Paris. 
They make nice preseuts. 



For schools and colleges, holiday rates j 
will be efective December I5th to 21st. [ -CjVVv^w. 
inclnsiva, final limit Jannary 4th, 1900. tiTt^ 

The special arrangement for stndenta (hnfty ewes for s 
18 effective upon certificate from the part of the nmuber. 



Ewes For Sale. 

We have fifteen bondred yonng, 
thrifty ewes for sale. Will sell any 



accurately and sweetly the human voice Six pounds of fresh nuis, ’99 crop, for Principals of achools and colleges, 
and the beet mnsic of fairous bands and |1; eight pounds choice candy for fifty For further information, ratt-a, etc,, 
orchestras Call and hear them. A full cents; oranges twenty to thirty cents per apply to nearest agent of the Southern 
line of machines and rwords always in doz.; fine .Malaga grapes, six ponnds for Railway or concectiLg lines, 
tock An elegant Xmas present for any |l Fireworks cheaper than before. W. A. Turk, Geu’l. Pass. Agt., 

* i hey plea-ie ail ages. W. M. Hin- Oar store will not be open the dav Washington, D. C 

’ T f W M Hinton’s jewelry before Christmas, being Sunday. V. Wm. B. Tayloe, Ass’t. Gen’l. Pans. 
ton.Jr., *t w. .. K. SHIPP. Ag't.. LooLviUe, Kr. 

store. • ' 



store 

3 



FRETWELL & FISHER, 
(Ang-l-tf) Paris, Ky. 

Piano for Sale. 



Steinway Piano in excellent condi- 
tion. Will sell cheap. Inquire at The 
News atict for nanle of owner. 8Ctf 



best workmen, and ALL OUR WORK IS GUARANTEED, 
us before contracting. 

WINN & LOWRY, 

Successors to Cook & ' 



13 tevs llnlll Xkk 



We find our stock too large for this time of the 
year. We will make a cut price on Men’s and 
J^oys’ Suits and Overcoats and all heavy goods 
now, and not wait until after New Years. We 
have a large assortment of useful Christmas 
presents, in a small way, such as Men’s and 
Boys’ Hats and Caps, Men's »nd Boys’ Gloves 
and MiUs, Silk Ilaiulkerchiefs 10c to 50c; Linen 
Handkerchiefs I5c and upward ; Socks, Collars 
and Cuffs. Ties in all shapes, shades and prices; 
White and < 'olond Shirts for Men and Boys | 
Mutthr."*, Su'^pF^ n<U*rs, Mackintosh'^s, L mbrellas 
and Men’.- F-incy Vests. 

We coidimly invite onejand all to give us a 
call anil with p!.‘u>ure we] will show you our 
large as.-<ortiuent. I’riceSi^tbe lowest, none no- 
better. 

PRICE & CO., 
Clothiers. 

Dan J ordan. Clerk. 








S 64i^8 M i LES 



NoWi^oi 



.VIRGINIA 



Vdiuabi^ jHustr«»t<ift 
Mail^etf free'^o ^ 



sK'-W' 8EAW-J 



*ferc gsV,w 

’'A)NAlv;T'k: 



- »ho 4!^' ; 

>^'W> >t.Y ^kn. •H. 



4, 
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SHE HAD HIM RIGHT. 



N. C. FlSHEEl, 

Attorney-At-Law. 

PaxU. Kentuckj. 



Alien, much to Kate’s disappointment. 

And he raised his arms to lift the 
lid of the chest, but he found he could 
not budg-e it. 

They were fast hidden, sure encjugh; 
and Allen remembered that v,hcu the 
lid fell he heard a sharp <ilck that 
ought to have reminded him that the 
chest fastened with a spring-lock. 

lie was a sturdy, active boy, and he 
put out all his strength to force the 
lid ojicn, but the lock was made to i)ro- 
tect the contents of the chest, and i? 
would have taken a much stronger per- 
son than Allen to have forced it open. 

“Oh, Allen, what will we do? — what 
will rve do?” cried Kat 3 ', beginning tc 
understand that ther' were prisoners, 
and terribly' frightened at the thought. 

“We must make all the noise pos- 
sible. Some one will be sure to hear 
us,” said Allen, hopefullj'. 

Thej' called out as loudlj' as they 
could, beating against the side of the 
chest, but the sounds were not heard 
downstairs. 

Dilsej' had carried down her last arm- 
ful of garments, and was busy, with 
her mother, sorting them into piles foi 
the winter’s use, or to be given awa^'. 

The other servants were sure to be 
even further downstairs at that hour, 
and Alice and Xannj" had no doubt 
gone to their mother's room, 

Katy's cries had died down into a 
whisper, and Allen began to find his 
efforts to shout vci\v painful. 

“It is so dark, and I am so tired. If 
I could onl^' stand upl Oh, Allen, do 
\ou think we will ever get out of this 
chest?” 

ADd Kat\' began to cry. 

“Poor little Katj ?” said Allen, ten- 
derly-. “!Some one may hear us. Let 
us say our prayers together.” 

“Will God hear us in this chest?" 
asked Katy, growing weak and bewil- 
dered. 

“Yes, indeed.” 

They said the Lord's Prayer to- 
gether. 

“1 am so tired,” Katy complained. 
“.Vnd, oh, it is so hard to get my 
oreath!” 

Allen took off his jacket, not with- 
.jut great difficulty, and made a pillow 
i’or Katy’s head to rest on, bidding her 
to lean against him, and to put her 
mouth to the keyhole, that she might 
get all the air possible to breathe. Even 
that small quantity revived her enough 
to enable her to say: 

“Poor mammal How sorry she tv ill 
be! And Alice and Nanny will be 
sorry, too, that they ‘gave us up' 
rio soon; that is, if we are ever found.” 

Meanwhile it was growing so dark 
bis. Stev.-art had asked more than once 
.vue-re Katy was, but felt no anxiety 
since she heard she was with Allen. 

“it is so stupid in iliem not to show 
themselves since we have given them 
up,” Alice said. 

Dilsey had finished sorting the win- 
ter woolens, and went <o the garret 
to close the windows. In the room 
where the red cedar chest stood, she 
heard a faint scratching. 

“There's a mouse,” she muttered. 
“I'll soon catch you, my friend, by the 
hel]> of the cat.” 

put down the windows, and just 
Qs .she was about leaving the room, she 
stopped to set i*)me things right that 
‘ilie ckikiren had disturbed in their 
play, grumbling a little at the trouble 
il'ey gave. 

The scratching she took for a mouse 
still went on, only it was growingfaint- 
er and fainter. It seemed to come frotn 
the red cedar chest, although it 
stopped entirely when Dilsey- went to 
it, which made her all the more confi- 
dent that the mouse was there, since 
they are always so quick to hear even 
the smallest sound. 

The lid of the chest was down, and 
Dilsey- hoped to capture the thieving 
mouse without the help of his enemy, 
the oat. 

She put down the lamp, and raised 
the lid of the chest cautiously-, peering 
i:i to find the mischievous mouse. In 
her fright and sur|jribe, old Dilsey 
came near dropping the lid, for there 
lay Allen white and motionless, as if 
dead, and kaning against him, her heaci 
pillowed on his jacket, and her mouth 
close to the keyhole, was little Katy-, 
a faint pink in her cheeks alone robbing 
her of all appearance of death. 

Dilsey-'s first act was to lift the win- 
dows she, a few- inoments before, hai^ 
been so careful to low er. Then she lift- 
ed Katy out of the red cedar chest, and 
laid her on the floor where the nigh + 
wind could blow on her. 

It w as far more difficult to drag Allen 
out of the chest that had nearly proved 
his deathbed, but love and fright gave 
the old woman strength, and Allen had 
the full benefit of the fresh, life-reviv- 
ing air. 

The color was deepening in Katy’s 
cheeks, and Allen had sighed and 
stirred, when Dilsey managed to be 
heard and had their mother called, and 
had also sent in hot haste for the near- 
est physician. 

“Y’ou happened to open the old cedar 
chest just in time. Five minutes latei’, 
and the game of hide-and-seek would 
have been fatal,” the doctor told Dil- 
sey. 

And after that — why, Mrs. Stewart 
had spring-locks abolished in the house 
as dangerous, and Dilsey found that 
she had gotten rid of her great antif- 
athy^ to mice. Indeed, thenceforth shV 
regarded them very much as those of 
the name of Bruce look upon spiders — 
w ith the gratitude one feels to a deliv- 
erer from a great peril. — Golden Days. 



(Nineteenth Year— Established 188L) 

Publshod every Tuesday and Friday by 
W alter CHAMP. I ^ ^ 

bW'lFT t HAMP. ( Owne 



Bat When She Lit Out on Hint Ht 
Evolved a Yarn That 
Quieted Her. 



TIME TABLE 



■AST BOUND. 

y f 

Lt ItonlSTllta...... t;90am 6:00pm 

Ar Lexington 11:15am 8:44pm 

Lv Lexington ll;25am 8:50pm MBam Brffpm 

Lv Winchester.. ..11:58am (h^pmOildam IcSOpm 
Ar Mt. Sterling. ..12:25pm 9:50pin fe60am TiMpm 
A r Washington... 6:57am 8:40pm 
Ar Phlladeiphia..l0:l5am 7:05pm 
Ar Mew York......l2:40n’n 0:01pm 

WEST BOUND. 

Ar Winchester 7:30am 4:50pm mLv m ^iSopm 

Ar Lexington 8:00am 5:20pm 7:85am tiNInm 

Ar Frankfort 0:11am 6::i0pm 

Ar Shelbyville...„10:01am 7:20pm 
Ar Ixtulsville 41:00am 6:15pm 

Trains marked thus f mn daily es* 
3ept Sunday; other trains run daily. 

Through Sleepers between Louisylllst 
Lexiugton * and New York withom 
ehange. 

For rates. Sleeping Car bwemtiona oa 
any information call on 

F. B. Care, 
Agent L. & N, R. R. 
w,t^BosaE W, Barney, Paris Ky. 
Div. Pass. Agent, 

Lexington, 



Here is a story- by- a Detroiter, who, 
how ever, does not vouch for its absolute 
verity-: 

On one of the Rock Mountain rail- 
roads where the tracks are built in the 
sides of the mountains,, and where one 
can look for thousands of feet both 
above and below-, a lady- was recently 
maldHg the trip with a conductor of 
whom she had often heard her husband, 
a commercial traveler, speak. When the 
conductor took up her ticket she in- 
troduced herself, and immediately- in- 
formed him that her husband consid- 
ered him the monumental story- teller 
of the present age. The conductor, for 
a moment, completely lost his power of 
speech, but finally- informed the plain- 
spoken lady- that this was the first time 
he had been openly^ charged with hold- 
ing a championship record as a modern 
Ananias. He had no recollection of ever 
telling the gentleman anything that 
could be looked upon with the least sus- 
picion of being apart from the truth, 
and asked her husband's reason for mak- 
ing the libelous charge. 

“My husband says you told him that 
one day as your train was passing 
arciund this treacherous mountain you 
looked up thousands of feet above y-our 
licad and saw a mountain goat standing 
on one of those projecting rocks (point- 
ing to one of many- above their heads), 
and just before the train reached a point 
directly beneath, the goat jumped off 
the rock, w ent completely over the train 
and landed safely in the valley a thou- 
sand feet below.” 

“Never told your husband anything 
of the kind,” exclaimed the conductor, 
as a look of indignation overspread his 
face. ‘*What 1 told your husband was 
that I saw a goat on one of those project- 
ing rocks, and just before my- train 
reached a point directly opposite the 
goat leaped into space, but I never said 
that it cleared my train and fell into the 
valley below — never told y-our husband 
that. I said that after the goat jumped 
and saw- my train coming it jumped 
back again.” 

Just then the train dashed into a tun- 
nel, and w hen it emerged from the dark- 
ness the cond uctor was calling for “tick- 
ets, please,” in the next car. — Detroit 
Free Press. 



Offle* on Broadway, np-staira, t dooD 
West of Boukbon News. 

’Phono 68. 



LUCK IN THE GRAVE 

He said tha«: ho was tired of life 



Uffers the following very reduced prices 
ou MagHziue and Newspaper subscrip- 
tions. All publications are mailed post- 
paid, one year, direct from the publish- 
818 to Bubecribera: 

Dreedets’ Gazette $1 25 

Century Magazine 8 60 

Cosmopolitan Maaaziue. 90 

Uemorest Magazine 85 

Every Mouth 75 

Leslie’s Popular Monthly 90 

Harper’s Magizine 2 75 

Ladies’ Home Jtmrnal 1 00 

Ladies’ Home Journal and Satur- 
day Evening Post (to one ad- 

d ress ) 3 00 

Leslie’s Weekly 3 25 

McClure’s Magazine 90 

Munsey’s Magazine 95 

North American Review- 4 25 

Pathfinder 75 

Recreation t<5 

Standard Designer 80 

Scribner’s Magazine 2 60 

Taole Talk 85 

Youth’s Companion (including all 
extra numbers and calendar for 

1900) 1 75 

Cosmopolitan and Muusey OK Mc- 
Clure 1 80 

Cosmopolitan and Mnnsey and Mc- 
Clure 2 65 

I can furnish auv other periodical jnst 
as chead \Vrite for mv catalog of club 
prices. Serd all orders to 

' J. M HANSON, 

Lexington, Ky. 

Office 21 Constitution Street. 
Telephone 502 



! Bad luck 

seemed always camping 

Upon hlo trail to handicap all he might 
undertake. 

For many long and weary months he'd 
worn himself out tramping 
(The rug-^ed Oolorado hills, and never 
made a stake. 

No hill or gul-'h for miles around that he 
had not prospected. 

But not a color nor a streak had met his 
searching eye. 

And now, most aw-ful sick at heart and 
thoroughly dejected. 

He sought a wild secluded place to lay 
him down and die! 

He started in to dig a grave In which to 
do his sleeping 

Till Gabriel should wake him up upon 
the final day. 

Emotions of the wildest sort throughout 
his bosom sweeping 

To think that he must quit the earth in 
such a beastly way. 

A dose of poison he’d prepared, a pint of 
cactus whisky. 

Such as is kept for Indian trade down 
at the agency. 

And hoped that when he faced the deal 
he’d feel so wildly frisky 

That death would seem a picnic; but a 
mortuary spree! 

But best laid plans of mice and men gang 
aft agley, and soon he 

Was w-hooping in a joyous way and danc- 
in his grave 

And acting most decidedly, emphatically 
looney — 

He’d struck a lead of sylvanite o’er which 
a god would rave! 

He scld it to a tenderfoot for tw-onty thou- 
sand dollar.s. 

And life for him now carries lots of sugar 
in the cup, 

And at the faintest thought of death with 
fear he almost hollers. 

And every time he catches cold he hunts 
a doctor up. 

—Denver Evening Post. 



Physician 6c Surgeon 

Phone 189. 



OrncN : Fonith and Pleaeaat 

OmcK Hours : 

7 to 10 8 . m, 

2 to 4 p. m. 

7 to 8 p. a. 

(6anc-tf) 



Insnre yonr pro^rty againat fira, 
wind and lightning in th« Hnrst Hodm 
I ntaranoa Oo., a safe and reliable com 
P»»7* 



NON-UNION AGENTS 



AT LOW KATES. 

8 BRCADW4.T, PAJUa, KT, 
(flma98-tD 



LOCAL TIME CARD IN EFFICT 
DK EMBER 5th, 18:rS. 



KA8T BOUND. 



PaM. Mixed 
8 4Upm 1 nOpu 
S 62pm 1 OOpa 
4 00pm 1 35pa 
4 lOpm 
4 i6pm 
4 22pm 
4 t pm 
4 38pm 
4 48nin 

4 ’6itm 

5 00pm 
5 lOpm 



Lv^rankforta . . 
Lve Flkhoru .... 
Lve Switzer . . 

Lve Stamping Or'nd 
Lve Duvalls . . . . 
Lve.lohr.son . . . . 
Lve Georcerown . . 
Lve C S R'y Depot b 
Lve Newtown . . . 
Lve (Jentreville . . . 
Lve Elizabeth .... 
Hit Paris c .... 



7 uuam 
7 11am 
7 Ikam 
7 2<<ain 
7 34am 
7 SOam 
7 43am 

7 50a tn 
H 17am 
H 25a m 

8 :40«Ba 
H 40am 



Tha Leading Specialists of Aairiia 
20 YEARS IN OHIO. 
250,000 Cared. 

WECURESTRICTURE 



2 SDpna 

3 08pai 



WEST BOUND, 



Thdnsands of young and naiJdle-aced 
naMD are troubled with this dlieaae — manr 
unoonscioaflly. They may have m smart- 
iog sensation, fmaU, twistiug stream, 
sharp ontUng pains at timev slicbt die- 
eaarre, diflBouIty ia commeaeioff, weak 
organs, emiss^ions . and all the symptoms 
of nervous debility — they have SlRlC- 
TURB. Don’t let doctors experiment on 
you, by ontting, stretohing. or tearing 
you. This will notcureyon, asitwill re- 
turn. Our NEVF METHOD TREAT- 
MENT absorbs the stiieture tissue; 
hence removes the strictura permanen t ly. 
It can never return. No pain, no suffer- 
ing, no detention from business by our 
method. The sexual organs are • treugtk- 
ened. The nerves are invigorated, and 
tho bliss of manhood returns. 



No. 2 
Pass. 

0 sOam 
0 4Uam 

9 4>am 
9 58am 

10 2kara 
10 32am 
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10 43am 
!C 50am 

11 OOam 
11 07am 
11 20am 
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5 50pm 
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6 U3pm 
6 ITpns 
6 24pm 
6 26pm 
6 82pm 
6 :-9pm 
6 4'4pm. 

6 56pm 

7 10pm 



Lve Paris o .... 
Lve Elizabeth . . . . 
I.ve Centrevilla . . . 
Lv- Newtown . • . . 
Lve C » R*y Depot b 
Lve Georgetown . . 
Lve Job neon . . . . 
l,ve Duvalls . . . . . 
Lve Stamping Grind 

Lve 8wltz-r 

Lve Elkhorn 

\ rr Frankfort a . . 



" \ LLEN, do come and have a game 

ol *Lide-aiid-\vlioop?’ Dilsey i.s 
ULi-acking the winter things, and all 
the giiirel is open. Such splendid 
places to hide in!” urged Alice. 

“Oh, Allen, let me hide with you? 
I never can find a safe place. 1 am al- 
ways found before 1 cau whoop,” said 
Katy. 

“You don’t want to be hid forever, 
do you?” asked Alleu. 

“Not forever, but for ever so long. 
It's such fuu to hear the others hunting 
for you, and you all the time so near 
them, only- they don’t know where to 
look!” 

And Kutv began to dance with glee 
at the thought of the long search for 
her small self. 

“Come on,” said Allen, good-natured- 
ly. “I'll find a famo.usly- tight place 
for you to hide in.” 

“Don’t hide too tight,” said Nanny, 
“or I’ll give you uj). it’s no fuu to be 
always hunting and never hiding!” 

“We will ]>romlse to keep to the gar- 
ret, so, if you iiunt sharply, you will 
be bound to find us,” rejilied Allen. 

So, under this agreement, the four 
children paired off for the game. 

“Wliat are you up to, screeching as 
'if you thought a body deaf? Oh, you’re 
l^iriiiig, are you? Well, take your fill 
c,f it, for, by- this time to-morrow, if 
,1’ni spared. I’ll have all the closets and 
‘the big garret locked up!” declared 
' Dilsey, as she went downstairs, her 
arms full of last winter’s garments, 
which she had just emi»tied the great 
cedar chest of. 

The children had hidden so often that 



8 2irnm 

8 40ai« 

8 65*10 

9 15am 



Dally excejit Sunday, 
a Connects with L. A N.; t> con 
k C.; connects with Ky. (Jentral 



ELECTRICITY IN THE DESERT. 



WECURE GLEET 



KENTUCKY CENTRAL POINTS 



liemarkable Storm Hneonnvered by 
French Travelers in the 
Sahara. 



Thousand! of young and middle-aged 
men ar* having their sexual vigor and 
vitality continually sapped by this di» 
esse. They are frequently unconscious 
of the cau«* of ihes* symptoms. General 
Weakness, Lnnatural Discharges, Fait- 
ing Manhood, Nervousness, Foor Mem- 
ory. Irritability, at times Bnarting Sen- 
sation, Sunken Eyes, with dark oircies. 
Weak Back, Geneml Depression, Lo«k 
of Ambition. Varicocele, Sbrunksa 
Parts, etc. GLEET and STBICTURH 
may be the cause. Don't consnlt family 
doctors, as they have no experiene* n 
those special diseases— doii*k allow 
Quacks to experiment on yon. Consnlt 
Specialists, who bnve made a life study^ 
Diseasesof Men and Women. Our NEW 
METHOD TREATMENT wiU posi- 
tively cure you. One thousand dollars 
for a ease we accept for treatment and 
cannot cure. Terms moderate foi* a cure. 

CURES GUARANTEED 

We trest and cure; EMISSIONS. 
VARICOCELE, SYPHILIS. GLKET. 
STRICTURE. fMPOTENCY. SECRET 
DRAINS, unnatural DISCHARG- 
ES, KIDT^Y and BLADDER Diseases- 

CONSULTATION FREE. BOOKS 
FREE. If vxable to gall, write for- 
QUESTION BLANK far BOMB 
TREATMENT. 

X>fSS. 

Kennedy^ Kergan 

122 W. FOURTH STREET, 

CINCINNATI, O. 



. Frankfort . 
Georgetown 
. . Paris . . 
. MayuvlHe . 
W1 O'" heater 
. Kichmond . 



A French expedition, in crossing the 
desert of Sahara, witnessed a remark- 
able electrical storm. After a very 
warm day the sky-, late in the after- 
noon, became suddenly dark. The 
camels and men of the train could 
hardly be distinguished in the gloom; 
dark, low-lyfing clouds rolled up, and 
tne wind and rain were so fierce that 
large pebbles w-ere lifted from the 
ground and hurled to a distance. 
Sheets and clouds of sand were dashed 
to and fro, increasing the discomfort 
and danger of the cowering men and 
animals. The storm raged for two 
hours. When it moderated a wonder- 
ful manifestation of atmospheric elec- 
tricity began. First, there appeared 
at the end of the cross formed by the 
pommel of the camels’ saddles a 
luminous point of violet phosphores- 
cence. The end of a stick raised in 
the air was surmounted by a flame 
like that of burning alcohol. Wher- 
ever the stick was moved the flame 
followed, but when it Avas lowered 
near to the ground the light became 
weaker, and presently died out. One 
of the party repeated the experiment, 
using his swwd instead of a stick, and 
a longer and more brilliant flame fol- 
low-ed the path made by the moving 
blade. The woolen cloaks of the 
Arabs were so surcharged that the 
slightest movement of their w-earers 
caused a crackling of sparks and 
sheets of blue light, the shimmering 
of which made a noise like that of 
the breaking of very^ thin glass. If 
the hand was passed over the garment 
electric shocks were felt, of such 
strength as to be positively painful, 
especially at the elbow joint. Even 
the tents were electrified, and at the 
slightest contact, the rubbing of a 
camel’s body, for instance, they gave 
out sparks .nnd cracklings of varied 
intensity'. The odor of ozone, w-hich 
was strong while the sirocco lasted, 
disappeared with the storm. — St. Louis 
Globe-Democrat. 



GBO B. HARPER, G*n’l Sup'V 
JOS. H. NEWTON, G P. A. 



Inmrance In the Hnrst-Home omT 
poet the peliey holders fifty cents on tlw 
tmndxed do'dars dar'ng the year 1897. 

O. W. IluxM, Agent. 

Psuns. Kt- 



BE AN AMERICAIM 



Buy a watch made of Steel taken free 
U. 0. S. Maine, at Havana. Dewey noi 
VV-altbam works, cheap as any. Admire... 
Sewey and t'apt have then 

Their facsimile letters trailed toa^ent* 
n. y. DOLL XrG. CO. . O BsMco 1«m, Sew t«»h 



A T A DDU Cofferers are .mmediatelf 
I y \ la la n relieved by uainK onr Ilt» 
________ HADATlOIiT BOMB 

ACT|||UR A TKEATMF.NT and by 
• cuntiuned u»e eCect a cur* 

A trial wUl ixmvince. Coini>let« outdt b v mail SOa 
OfiCONifi LABOUAl-OiiV. 30 W.JaoaMP Bt-Cldcan* 



YRUP 



Direct Line From 



CINCINNATI 



TOLEDO AND DETKOIT 



The New Werner 



Fonr through trams a day. Best 
Line to 

INDIANAPOLIS 

and CHICAGO. 

Fonr elegant through trains a 

\ 

aay, with Parlor, Dining and Sleep- 
ing cars. 

Ask for tickets via this line. 

D. G. EDWARDS, 
Passenger Traffic Manager, 
Cincinnati, O. 



Edition of 



Webster’s Dictionary 



Newly and magnificently illustrated. 
We offer you the best dictionary ever put 
on the market at a low price. This is an 
American Dicticnary of tne English I^in- 
guage, curtaining the whole vocabulary 
of the first edition, the entire corrections 
and improvements of the second edition, 
to which is prefixed an introductory di^ 
sertation on the history, orimn, and con- 
nections of the languages of Western Asia 
and Europe with an explanation of tbn 
principles on which languages are formed. 
This iKMk contains every word that 
Ifoah Webster ever defined, i—l 



U Mr Tffl CU. .... .U . ...I. 

fully primed edition on fine paper with 

thousands of valuable additions of aid to all stode a t s odmodem sdenee. It IsngraBd educator of 16% 
masses, now offered to our readers in a sumptuous style in keeping with its great value to the people^ 
Bound In Tan Sheep with a beautiful cover design and sold at the small pnee of $3.00, makes it the 
handsomest, low-pnced Dictionaiy ever pubUshed. For every day use in tna ofilce, home, school aoB 
library, this Dictionary is unequaled. Forwarded by express upon receipt od our special oflbr prlc^ 
$2.00. If it is not as represented you may return it to nsatour expense and we will renindyouimoBi||l 
Write ns for our special iUuattated book catalogue, quoting the lowest nrice* on hooka 

Address all orders to THE WERNER COMPANY. 

^ Publishers and Manufacturers. AlCRON, OHIQw 

[Tha Weznex Company is thoranghly reliable.}— SdUoa. 



SHE ROSE ON HER KNEES AND 
PULLED THE LID DOWN. 

that they quite exhausted the big gar- 
rets of their crooked corners, closets 
and deep cubbyholes that ran under 
the low eaves. 

“It was Allen’s and Katy’s turn, when 
Allen discovered that the red cedar 
chesi was empty. 

“We can both get in,” he said, lift- 
ing Katy- as he spoke. “Lay low; the 
girls will not think of looking here, not 
knowing the chest is empty.” 

Then he gave a loud whoop and got 
In himself. 

“Oh, they will be sure to find us, with 
the lid up,” whispered Katy, hearing 
the approach of feet. 

And she rose on her knees and pulled 

the lid down. 

It fell so heavily Allen was sure the 
girls must have heard the noise, for 
they were in the other garret, hunting 
rather aimlessly, for they had grown 
a little tired of the game. 

In a few moments they lieard Nan- 
ny call out that they were “given up,” 
go they might as well discover them- 

gelves. ' . 

“Oh, 'don’t!” whispered Katy. “We 
are so splendidly hid. Let them hunt 
just a little bit longer.” 

But presently there was a wxund of 

retreating footstepe. 

The girls were evidently going down- 
•tair?, and Alice’s voice was heard call- 
ing out that they had “r^ven them up. 

•*We must giF« ourselves up, »a*o 



LOUISVILLE 



Afterthonprht*. 

The half is not told; and generally 
the other half y ou don’t care to know. 

Many a man who knows he is right 
also knows what it is to be left. 

Whether a man should aim high or 
low depends entirely on his range and 
ammunition. 

It is easy' to be prosperous and hard 
noi to be prosperous. This may' not 
sound just right, but it is a fact. 

The speed is getting so high nowa- 
days that enterprise has to carry 
around a jimmy and a bunch of skele- 
ton keys to maintain its reputation. 

Call a boy of 18 or a gentleman of 
45 a young man, but in speaking of the 
human male of 21 or 22 you v\ill be more 
popular if y ou leave off the adjective. — 
Indianapolis News. 



PIKE CAMPBELL, Manager. 



Centrally located. Convenient tobns- 
inese portion of city and all theatres. 
Only good hotel in Lonisville giving $2 
rate. Excellent service. l3i>ct.Sm. 



Now is the time to bring in your en- 
gines, mowers and farm machinery for 
repairs. Also Mower and binder blades. 
And don’t forget yonr lawn mowers,- 
gas and oil stoves w bich I will make a« 
good as new. Gas, steam and water 
pipe fitting. Steel ranges repaired. All 
work guaranteed. 



One Million Facts, Jt 
Figures and Fancies for 

ONLY TSets. 

Telia all abo«t our Country, Langua^ 
its Use and Misuse^ Poetry and General Lit- 
erature, Industry and Cmomeroe, Mon^ and 
Finance^ Plain Law for Plain People, The 
World and Its Ways, ete., etc. The grandest 
book ever ofiered for the money. It answers 
thousands uf questions^ the solution of which 
is a matter of dcdly need to business men. 
The book oontaina 600 pages, Size d 

Inches. Sent upon receipt of 75 ccnts and 
20 cents to pay postage. If it is not exactly 
•8 represented and a wonderiul bargain, return 
It to us and we will refund your money. Send 
for illuatrated catalogue quoting speciil pricea 
on hooka. Address 

THE WERNER COMPANY. 

TttOhshezi and Manatkctnien. Akron, Ohio, 

^ rrki TinurriiQSSTli tliniriin*^ [J ullilils] nUMk 



All In the Connt. 

“How much do one and one make, 
dad?” asked the boy. 

“Two for you,” replied the father; 
“but 11 on the election returning 
board.” 

Which shows that the father wasn’t 
an election officer in a rival ward for 
nothing. — Philadelphia North Amer- 
ican. 



{’or. Third and Pleasant St, 



His Intentions. 

Mrs. Hashley — Y'ou have been flirting 
with my daughter, and last night you 
even went so far as to kiss her. Now, .1 
want to know what your intentions are. 

Boarder — My intentions, madam, are 
never to do so again. — Ohio State Jour- 
nal. 



My agency insures against 
fire, wind and storm— best oH re- 
liable, prompt paying compa- 
nies— non-union. 

W. 0. HINTON. Agent. 



His Desire. 

“So the count married MJss Rocks? 
Happy man!” 

“Well, no, he isn’t quite happy. What 
he would like is a divorce, with the ctur* 
tody of his wife’s money.” — Puck. 



Sllffhtly InvlctionH 

The Ogden sburg man who w ent cra^y 
over football only went a little further, 
says the Philadelphia Ledger, than sev- 
eral hundred thousand Americans who 
think themselves sau«. 



bought fob CASH. 

S. STOUT, Paris, Ky 
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^ PISO’S CURE FOR 



C ON.S UM PTION 



THE BOURBUN NEWS. PARIS. KY. FRIDAY. DECEMBER 15. 1899 



S5o. SAMPLE BOTTLE lOc. FOR NEXT THIRTY DAYS. 

RHEUMATISM ? 

flow Long flave You Read About “5 Drops” ^ ithout Taking Them? 

Do you not think you have wasted precious time and suffered enough? If 
so, then try the “S Drops” and be promptly and permanently cured of 
y JIfl your afflictions. “5 Drops” is a .speedy and Sure Cure for Rheumatism. 

B 11 ? d y Jj Neuralgia, Sciatica, Lumbago (lame back). Kidney Diseases, Asthmai 

la — Fever, Dyspepsia, Catarrh 6 f all kind.s, Bronchitis, La Grippe, 
i^sSS Headache (ner\*ous or neuralgic). Heart Weakne.ss, Dropsy, Earache, 
Spasm»>iic and Catarrhal Croup, Toothache, Nervousness, Sleeplessness, 
Creeping Numbness, Malaria, and kindred diseases. “5 Drops” has cured 
mark,] more people during the past four years, of the above-named diseases, than 
all other remedies known, and in case of Rheumatism is curing more than 
all the doctors, patent medicines, electric belts and batteries combined, for they cannot cure Chronic 
Rheumatism. Therefore waste no more valuable time and money, but try ”5 Drops” and be 
promptly CURED. ‘‘5 Drops” is not only the best medicine, but it is the cheapest, for a|1.00 bottle 
contain.s 300 doses. Price per bottle, $1.00, prepaid by mail or express, or 6 bottles for $5.00. For 
the next 30 days we will send a 25c sample FREE to anyone sending 10 cents to pay for the 
mailing. Agents wanted. Write to-day. 

SWANSON RHEUMATIC CURE CO.. 160-164 E. LAKE ST- CHICACO. 



FOR THE HOUSEWIFE 



\ Small Boy*n Sarcasm. 

Atiat J. ne wanted to study, but little 
Willie waited to ask questions. After an- 
swering a .’ew, auntie told Willie not to talk 
or make a noise. There was a dead silence 
on Willie’s part for a moment, then in a 
plaintive voice he said: 

“I s’pqse you don’t mind me thinking? 
You can't hear the thinking machine go- 
ing, can you?” — Pittsburgh JJispatch. 



THE WEANLING COLTS 



Odd Itemii rad SoKlcextlonii Concern^ 
ing the Culinary- De« 
partment. 



How to Develop Them Into Horses 
That Will Command Good Prices 
In the Market. 



A favorite sanitarium dish, and one 
that is especially adapted to invalids, 
young children or old people, who re- 
quire a light supper in order to insure 
a good night’s rest, is browned rice. Put 
the rice on tin plates in the oven and 
brown just as you w ould coffee, stirring 
frequently to prevent scorching. It 
will take some little time to do this, 
but it can be a+tended to while other 
work is going on, and then put in glass 
cans until needed. It should be a gold- 
en brown w hen ready for use. Put on a 
small kettle with a little salt and just 
water enough to barely cover. Cook 
rapidly for 15 minutes, shaking often to 
prevent sticking. When done, serve 
hot with milk or cream, sirup or quite 
alone, many preferring it w ithout any 
addition. Prowned rice is also excel- 
lent served as a vegetable, w ith chicken, 
veal or Jamb. 

To make the German "raisin” or "cof- 
fee” bread, add to one cup of scalded 
milk one-third cupful of shortening, 
one cupful of sugar and a half teaspoon- 
ful of salt. When lukewarm, beat in 
one yeast cake, dissolve in one-quarter 
of a cup of lukewarm milk, flavor and 
make a stiff batter; cover and place 
where it w ill keep warm and rise over 
night. In the morning blend a beaten 
egg w ith the dough, add one-half cupful 
of raisins, seeded and cut into pieces, 
and roll the mixture out to three-quar- 
ters of an inch in thickness, and put in 
a buttered dripping pan. Cover and let 
rise until it doubles its original thick- 
ness. Brush with melted butter, 
sprinkle with powdered sugar and cin- 
namon, ^ind bake in a moderate oven a 
half hour. This bread may be baked in 
a ring by putting the dough into a deep 
pie plate, having in its center a muffin 
ring or a piece of stiff brown paper 
pinned together to make a circle. 

Orange peel is frequently served' after 
dinner in .place of preserved ginger. 
Peel the oranges, throw the skin into 
boiling water and cook slow’ly until per- 
fectly tender, changing the water once 
or twice. Drain, and with scissors cui 
the peel into strips and weigh, allowing 
a pound of sugar and a half cupful oi 
water to each pound of the fruit. Boil 
the sugar and water for a moment un- 
til clear, add the orange skin and sim- 
mer on the back of the range until 
transparent. Drain, roll and spread in 
the sun or in a cool oven to d*ry. 

Peanuts ami beans in combination 
make a nutritious and most inexpensive 
stew and one withal that is usually 
liked. To a pint of the blanched pea- 
nut meats allow a half pint of parboiled 
beans. Put into a deep earthen baking 
dish or bean pot with two quarks oi 
water, ryul salt to taste. Ilcat to boil- 
ing. then put in a slow' oven and cook 
for nine or ten hours. When done the 
stew’ should be juic.y and mealy. Pep- 
per may be added if the digestion is 
good, and' stewed tomatoes may accom- 
pany the stew. 

The cleaning out of the kitchen boiler 
is one of the things that the housewife 
should have attended to once a week, 
say the plumbers. If the sediment 
cocks, with which every boiler is pro- 
vided, are frequently left open for a 
quarter of an hour accumulated sedi- 
ment would be washed away, rendering 
the heating of the water a quicker op 
eration. 

“Apple ginger” is one of the last ol 
the fall preserves to be stored away for 
winter. Select tart, tender apples, peel, 
slice and weigh out four pounds. Put 
in the preserving kettle with a pint oi 
water, four pounds of sugar, one ounce 
of green ginger broken in small pieces, 
the juice of four lemons and their yel- 
low rinds chopped fine, rejecting every 
bit of the bitter white. Cook 20 minutes 
and seal while hot. 

When a lemon is halved or quartered 
and left unused, a tumbler turned ovei 
it, protecting it from the air, will keep 
it from drying or molding several days. 
— Washington Star. 



The time is at hand wheu the colts 
dropped last spring will, as a rule, be 
weaned, and as the latter day demand 
for work horses lays great stress on 
weight the management of the colts 
from now until grass comes again is of 
the highest importance, because the de- 
sired weights cannot be made without 
feed nor by allowing the colt to rough 
it through the winter as best it may 
on frosted grass, poor hay. cornstalks 
and straw-stacks. Given the start of 
the right kind of Jjreeding, and some- 
thing more is wanted during the colt’s 
first winter to produce a horse that will 
bring money ou the market, for if left 
to shift for itself even the best bred colt 
will in this w‘ay sustain an injury from 
which no after care will enable it to 
recover. The colt ought to he brought 
up to weaning time with such training 
as to self-feeding that it will miss the 
milk of the dam as little as possible. In- 
deed, to grow a colt as it should l)e 
grown, the mother's milk is not suffi- 
cient for the colt longer than for the 
first three months of its life; stipple- 
menting the milk with meals or grain 
should begin then or even earlier, so 
that bj' weaning time it will he about 
ready to wean itself withotit any inter- 
ruption of Thrift. After that feed grain 
pretty well up to the maximum of its 
power to clean up, and let it consist 
largely of oats. Good, well-bred hoga 
and cattle give the farmer a higher 
price for his corn than he can obtain for 
it in any other w-ay, and there is no way 
by which he can get a better price for 
his oats than to feed it to a well-bred 
draught colt. There is something aboxit 
oats that makes it fill the bill as a horse 
feed as no other grain does, and three 
or four quarts a day is none too much 
during the first winter and until the 
youngster can go on grass in the spring. 
There ought to be plenty of opportunity 
for and encouragement to exercise, too, 
for it is a well-muscled animal that is 
to be raised. At the same time, w ithout 
coddling the colt, it should be made 
comfortable and not exposed to the 
storms that occur every winter. There 
is a happy mean between the hothouse 
product on the one hand and the gaunt, 
wish-I-were-<lead-looking colt on the 
other, and the owner of a good eolt 
ought to find it and work to it. — Home- 
stead. 






Tilt* ilcHt PrcM<*ri ;»l l«:n for Clillls 

and Fever is a bottle of Guove’.s Tastki.es 
Cnii.KToxic. Itis siuipiy iron and quinine iu 
a tasteless form. No -ure no pay. Frice,,'j 0 c- 



TO FATTEN QUICKLY, 



Hoxt PoxvIn Can Re Prepared for Mnr 
Let ill a Comparatively Short 
Space of Time. 



Noble Coiidnet. 

Gotrox — I Avish you to know that I am a 
self-made man. 

Cynicus — How noble of you to assume all 
that responsibility! — 1‘hiladeiplua Kecord. 



Feed three times a day. A warm 
breakfast of boiled potatoes, pumpkins 
or squash, crushed when hot and thick- 
ened with com meal. This is seasoned 
with salt and pepper. A noon feed of 
the same on alternate days. The other 
days they receive the same as at night, 
whole, bright corn. Nothing musty, 
soured or solid is allowed in the feed 
pans. For a few- fowls a simple portable 
coop may be used, as in the illustration. 
The sides may be either of laths, rods 



Chlltlrpn AVlIl Not Die 

of Croup, Colds or Diphtheria^ if Hoxsie’s 
Croup Cure is used promptly. No opium. ^ 50 
cents. A. P. Hoxsie, M’i'r, Buffalo, N. Y. 

That’s What They Call It. 

"Papa, what is broad-mindedness?” 
“Agreeing with headstrong people when 
vou know they are wrong.” — Chicago Timts- 
lierald. 



WWW Exrv rvE w i -wx 

MAILORDER^ 

5^., MOUSE. <5r 



To C:nre u. Cold in Une Hay 

Take Laxative Bronio Quinine Tablets. Aii 
druggists refund money if it fails to cure. 25c. 



Cyclist — “I’m ‘run down,’ doctor.” Fa- 
cetious Doctor — “Well, yc u've run down a 
good many people in your time, so it's onl}- 



Thirty minutes is all the time required to 
dye with PUTNAM FADELi:SS DYES. 
Sold by all druggists. 



handy fattening coop 



A man should he ashamed to swear before 
men as W'ell as before women. — Atchison 
Globe. 

Pleasant, Wholesome, Speedy, for coughs 
is Hale’s Honey of Horehound and Tar. 
Pike’s Toothache Drops Cure in one minute. 



or wire netting. The pen is kept dark 
except when the fowls are eating. This 
is accomplished by’ hanging a thick 
covering like a quilt or bundles of 
stalks. The pen is so dark they move 
about but little between meals. At 
feeding time the curtain is lifted and 
they' are fed all they will eat, but no 
more. A pan of sweet skimmed milk is 
kept before them and the pen floor is 
•clean and supplied Avith fresh bedding. 
Discourage scratching and crowing all 
that is i>ossible. A crowing bird fat- 
tens slowly, if at all. Light encourages 
crowing. The com is fed in pans or 
scattered, and the curtain is dropped 
as soon as it is eaten. Cut green bone 
and meat whet the appetite and should 
be given every third day. — American 
Agriculturist. 



It is a smart father who knows how lus 
daughters .spell their first names. — Atchison 
Globe. 



n which is listed at lowest wholesale prices 
everything to eat wear and use, is fumisb 
ed on receipt of only 109 to partly pay 
Nposta^e or expressage and as evioence 
^of good faith the 109 is allowed on first 
^purchase amounting to 4199 or above. 

'ni OUR MONTHLY 6RQCERY PRICE USX fWEEin 



I am entirely cured of hemorrhage of 
lungs Iw Piso s Cure for Consumption. — 
Louisa Lindaman, Bethany, Mo., Jan. 8, ’94. 

Most men begin to save aft«ir they have 
spent all.— Ramies Horn. 



6R0CERY PRICE USX rWEEd fl 



THE MARKEl'S 



CALVES-Kxtra 

HOGS— Coarse and tieavy.. 

Mixed packers 

Light shippers 

SHEEP — Choice 

LAMBS — Extra ’ 

FLOCK— Winter patent 

GRAIN — Wheat— No. 1 * red.. 

No. 3 red 

Corn — No. 2 mixed 

Oats— No. 2 

Rye— No 2 

HAY — Prime to choice 1 

PROVISIONS — Mes.s pork... 

Lard 

BL - TER— Choice dairy 

Choice creamery 

APPLES - Choice to fancy... 
POTATOES— Per brl 

CHIC. AGO. 

FLOUR — Winter patent 

GR.AIN— Wheat— No. 2 red.. 

No. 3 Chicago spring 

CORN— No. 2 

OATS— No. 2 

PORK — Mess 

LARD — Steam 

NEW YORK. 

FLOUR— Winter patent 

WHEAT— No. 2 red 

CORN— No. 2 mixed 

Ft i 

OATS— M ixed .V. ” '. *. '. '. ’ * 

PORK — New mess 

Lw\.RD— Western 

BALTIMORE. 

FLOUR— Family 

GRAIN— Wheat— No. 2 red.. 

Southern 

Corn— Mixed 

Oats— No. 2 white 

Rye — No. 2 western 

CATTLE— First quality 

HOGS— Western 

INDIANAPOLIS 
GRAIN— Wheat— No. 2 red. 

Corn — No. 2 mixed 

Oats— No. 2 mixed 

LOUISVILLE. 

FLOUR— Winter patent 

GRAIN— Wheat— No. 2 red.. 

Corn— Mixed 

OATS— Mixed 

PORK — Moss 

LARD— Steam 



MULES FOR THE FARM. 



“Star” tin tags (showing small stars printed on under side 
of tag), “Horse Shoe,” “J. T.,” “Good Luck,” “Cross Bow,” 
and “ Drummond ” Natural Leaf Tin Tags are of equal value in 
securing presents mentioned below, and may bo assorted. 
Every man, woman and child eau find something on the list 
that they would like to have, and can have 



They Are 3Iore Hardy Than llorHetv 
Can Do More AVorL and Re- 
fill ire Le.va Care. 



SENSIBLE HOG HOUSE 



An exchange is asking its rea-Jrsrs for 
answers to the question, which would 
be the most profitable to the farmer 
during a term of ten 3'ears, a pair of 
mules or a pair of mares, which should 
produce ten pairs, and probaWt’ might 
produce and raise five or more pairs of 
colts in that time? Something would 
depend upon the success in raising good 
CQlts, and something upon whether the 
ow'uer could so plan as to spare the 
work of his mares, or make it very 
light for about three months in a 3'car, 
but the suggestion of such a topic for 
discussion seems of itself a strong argu- 
ment in favor of the mule team on 
the farm. If it requires the raising of 
colts to balance the account, our east- 
ern farmers, who seldom breed their 
mares if they have them, and often 
greatly prefer geldings, would find 
mules more profitable. If there is no 
increase from them, they lose no time 
on that account; they are more hard3' 
than the horse, will last much longer, 
as a mule 30 years did is more often 
seen than a horse of 15, and they can 
be kept more cheapl3'. We honestly be- 
lieve a mule will do as much work as 
a horse ever3* da3’ at one-half the ex- 
pense for food, and will be in as good 
condition after 20 3'ears of labor as the 
horse is after ten years if given equall3' 
good care in other wa3’s. — American 
Cultivator. 



It Han Two F’lonrK anil SwiniriiiK Par 
titionn. Yet Can lie Built for 
a Small Sum. 



TAOS. 

1 Match Box 2.5 

2 Kn fe, one blade, good steel 2'> 

3 SU-isHors, 4.M incl»es 23 

4 Child’-* Set, Knife. Fork and sjhxmi 2) 

5 ti»it and Pepper Set,oneea*-h. rjnau- 

mple plate on white metal 50 

6 French Briar Wood l*ii>e -25 

7 Ka/or, hollow Kruund, fine English 

steel 50 

8 Butter Knife, triple plate, best 

quality 80 

9 Sufiar Shell, triple jilate, l)est qnal. . 60 

10 Hraiup B.»x, sterllntj silver 70 

11 Knife, ‘‘Keen Kutter,” two blades.. 75 

12 Butcher Knife, "Keen Kutter,” 8-iii 

blade 75 

13 Shears, "Keen Kutter.” 8-incu 75 

14 Nut Set, Cl acker and 6 Picks, silver 

plated 80 

15 Base Ball, "Association,” best qual.lOO 

16 Alarm (’lock, nickel 160 

17 Six Gennine R*>gers‘ Teaspoons, best 

i lateil goods l.SO 

18 Wa*ch, nickel, stem wind and set.. 200 

19 Carver*, good steel, buckhorn 

handles 200 

20 Six Ghpnuine Rogers’ Table Spoons, 

best plated goods 250 

21 Six each, Knives and Forks, buck- 

horn handles 250 

22 Six each. Genuine Riggers’ Knives 

and Forks, liest plated goods 600 



TAOS. 

2.5 Clock, 8-d.ay, Calendar, Thermom- 
eter, Ban lueror 6(*0 

24 Gun *-ase, leather, no better ma*le. 600 

25 Revolver, automatic, double action, 

32 or ;'8 <-:iliber 600 

26 Tool Set, not playthings, but real 

tools 670 

27 Toilet Set *lecorated porcelain, 

very hamlsoine 800 

28 Remington Rifle No. 4, 22 or .82 i-al . 8(i0 

29 Wat*-li, sterling stiver, full jeweled 1000 

30 Dress Suit Case, leather, handsome 

and durable 1000 

31 Sowiiog Machine, first class, with 

all attachments 1500 

32 Revolver, Colt’s, 38-caliber, blued 

steel 1500 

33 Rifle, Colt’s. 16-shot, 22-calli)er 1500 

34 Gtiitar (Washburn), rosewood, in- 

laid 2000 

35 Mandolin, very hamlsoine 2000 

36 Winchester Repeating Shot Gun, 

12 gauge 2000 

37 Remington, double-barrel, ham- 

mer Shot Gun. 10 or 12 gange 2000 

38 Bicycle, standard make, ladies or 

gents ‘ 2500 

39 Shot Gun, Remington, double bar- 
rel, haiumerless .3000 

40 Regina Music Box. la'tf inch Disc.. 5000 



Mr. A. J. Kirger3', of Illinois. Avrites 
fhe Wisconsin Farmer: “I send a'ou a 

cut of niA' hog house, whicli I built tliree 
3’ears ago at a total cost of $ 150 , includ- 
ing two coats of paint. Five of my 
neighbors have since built on the same 
plan. This building is 48 x 2 G, with two 
rows of pens. Mine will hold 20 sows, 
ten sows to each floor. I use swinging 
partitions which swing up out of the 
wa3' in the drop of the roof. I have ten 
windoAvs in 48 feet, Avhich give plentA’ 
of light and sun to the south floor. I 
have a trough for each sow, part of 
AA'hich project’s into the feeding alley. 
I can feed and slop 20 soavs in 15 min- 



r//£ ABOVE OFFER EXPIRES NOVEMBER 30th. 1900. 



^nprial Nntirn I Plain"Star”TlnTagsfthatis, star tin tags with no shitU 
vAppuidi lauiiuo . stars printeil on under side of tag), are not good for presents, 
— : but will be naid fvir in CASH on the basis of twenty cents per 

bundre<l, if recetved by us on or before Alarch 1st. 1900. 



IJ^BKAK IN MIN'D that a dime’'s worth of 



STAR PLUG TOBACCO 



will iMt longer and alTord more pleasure than a dime’d worth of ani 
otherbrnnd. IV| A K E “T M El T ! 

Send tags to COXTIXEXTAL TOBACCO CO., St. Louis, Mo 



MODEL HOG HOUSE. 

utes. I have two doors that slide up 
or doAvn in each stall, one that lets the 
sow out of doors and the other one 
leads to the feeding alley. These slid- 
ing doors are 24 inches* wide and 36 
inches high. B3’ having doors to feed- 
ing alley 30U can use the alley for slopi- 
ping little pigs, and also give them ex- 
ercise long before they can be turned 
out to grass. I have holes bored in the 
sliding doors and use a Avooden pin. I 
can raise the door any height desired 
and let in the big or the little pig. The 
floors should be sloped three inches. 
The feeding alle3' is six feet Avide. One 
of m3' neighbors has a cistern dug in 
his feeding alley for Avatering purposes. 
I have a corncrib eight feet from the 
feeding alley. I use seven-inch cedar 
posts to put lh,f sills on and set them 
three feet deep and four feet apart. I 
planked up on the inside of the posts all 
around to keep out the hogs, etc. 'rhis 
building is two feet above the ground.” 



OLDEST MAN IN AMERICA 



Tells How He Escaped the Ter 
rors of Many Winters by 
Using Peruna. 



Too Mnch Drone Comb. 

Bees left to themselves are likely to 
build to much drone comb, says the 
Farmers* Voice. This is not built for 
the purpose b3' the bee.s, as the3’ build 
it for storing hone3' in, but if not filled 
the queen aa’III fill it next spring Avith 
drone eggs and the hive Avill be over- 
stocked with the idlers. The wav to pre- 
vent this is to use all foundation comb 
worker size and then the queen Avill fill 
it with worker eggs and the colonv' 
will be built up Avhen hatching begins 
in the spring. If there is too much 
drone cc»mb in the hive remove it and 
replace with Avorker comb. B3' doing 
this the suppl3’ of drones is easily reg- 
ulated b3' the apiarist, and the bees be- 
come more profitable than they would 
be if left To their own devices. 



THE ONLY SAFE LOCATION, 



SUCCESSFUL SHOOTERS SHOOT 

WINCHESTER 

RHIeSt Repeating^ Shotgfuns, Ammunition anJ 
Loaded Shotg:un Shells- Winchester gfuns and 
ammunition are the standard of the world, but 
they do not cost any more than poorer makes. 
All reliable dealers sell Winchester g^oods. 

FREE : Send name and address on a postal for 156 
page Illustrated Catalogue describing all the guns and 
ammunition made by the 

WINCHESTER REPEATING ARMS C0„ 

180 WINCHESTER AVE., NEW HAVEN, CONN. 



A Guide Whp Knew a Tbinip or Two 
About Huntera Who Wore 
Golf Suita. 



The newcomer sported a loud hunt- 
ing suit. His gun Avas of the latest pat- 
tern and he Avore eye-glases. He had 
come up to the Adiroiidacks for a Aveek’s 
deer shooting. 

The guides on the tavern porch 
looked at him and shuddered. 

“I Avant a guide for the mountains,” 
he said, as his eye roamed along the 
line. 

Xobod3‘ stirred. 

“Are there no guides here?” he asked, 
with some surprise. 

Still no response. 

Then up rose old Cap’n Endieott. 

"Stranger, ’ he said, "avc Avould be 
glad to go Avith ye, but the fact is we’re 
a-scared to,” 

"Scared!” 

“Yes, sir, scared. The shootin’ sea- 
son for guides is open, an’ most of us 
has families. We can’t undertake to 
go to sudden death at the muzzle of 
that gun thar.” 

The stranger frowmed, but before he 
could frame an angry repl3’ he AAas in- 
terrupted bA' one of the 3'ounger guides. 

“Ever hunt deer?” the young roan 
was asked. 

"Well, no,” replied the stranger. 

The 3'oung man hesitated. Then a 
resolute look crossed liis face. 

‘Tm a single man,” he solemnly said, 
■‘with nobody dependin’ on me, an’ my 
gal shook me last Aveek. I’ll guid^ 3'ou 
on one condition. ” 

“Name it,” said the stranger. 

“I’ll guide you if 3’ou’ll let me walk 
close behind 30 U all the way!” — Cleve- 
land Plain JTealer. 



Mr. Isaac Brock, the Oldest Man In the 

United States. 

^Ir Isaac Brock, of ^IcLennan county, 
Tex., has attained the great age of 111 years, 
having been born in 1788. He is an ardent 
friencf to Peruna and speaks of it in the fol- 
loAving terms: 

“During my long life I have knoAvn a great 
many remedies for couglus, colds, catarrh 
and dianhoea. I had ahvaj’s supposed these 
affections to be different diseases, but 1 
have learned from Dr. Hartman’s books that 
the.se affections are the same and are proper- 
ly called catarrh. 

“As for Dr. Hartman’s remedy, Peruna, 
I haA'e found it to be the best, if not the onlj’ 
reliable remedy for these affections. 

“Peruna haa been niy Htnnd-by for 
many yeara, and I attribute my fi^ood 
health and my extreme ase to this 
remedy. It exactly meets all my re- 
quirements. 

"T have come to rely upon it almost en- 
tirely for the many little things for which I 
need medicine. I believe it to be especially 
valuable to old people,” 

Isaac Brock. 

Catarrh is the greatest enemy of old age. 
A person entirely free from catarrh is sure 
to live to a hale and hearty old age. A free 
book on catarrh sent by the Peruna Medi- 
cine Co., Columbus, O, 



Pure Breeds and Profit. 

It is a fact avcU recognized that no 
branch of the live stock business suits 
the masses of people better than fowl- 
raising. It is a paying vocation, and is 
adapted to the 3'oung us Avell as the old, 
and to all sections of thccountr3'. Prime 
poultrA' is desirable in ever3' jioulterer’s 
beginning. The Avisest methods are 
those learned b3* experience ami Avith 
small flocks at the start. Pure-bred 
stock costs more at the start, but once 
established in the breeder s 3'ard its 
beauty, prolificacA' and the consequent 
value of all the specimens produced 
from the original bn?eding-birds more 
than make up for the extra outlay spent 
in the outset in producing the veiw best 
stock that mone3’ can bin', — Farm and 
Fireside. 



Feed Corn with Jiidanient. 

Corn should be fed Avith judgment. 
Old com is better than new and there 
is a loss in the crib Avhile Avaiting for 
prices to go up, as corn dries some the 
older it gets. Corn that is smutty or 
moldy should not be put in the crib, 
as it is injurious to all kinds of stock, 
producing a di.scase stA'led bA’ some 
as “.‘^tomach staggers.” If smutt3' 
corn is placed in the crib Avith sound 
corn there is s possibilitA' of the sound 
corn being affected Tlie same rule 
applies to corn fodder; use 011*3 that 
which is clean and free from blemish. 
When cattle refuse certain kinds of 
oorn fodder the chances are that there 
■ soinethinj? wronir with it, — Prairie 



EUvIb, Haap4«n, .A. V . Siaadard or W siihMi 
I’i-i-ni**'* >11 Aai-rle»a, rtchlj jmlnl. 
wind *ad w*t moTnnint, > p-rf-ct tim.krrprr ft. 

tfd to tb* UtMt «r IMlc DoubU BuntiiiK 
CiM. il»«> > be»ut:ft,I «atcb tb«t it 

fuUjtquollDfinSb.dMlniuidfbrron-ct 
tinM ketplac to ,4.NY 840.00 VTA'mi. 

^0 drpotit Mkrd. tliiiply cut tbit out mod 
L»*li*«’ or OmU- shr, 
ftrtd with ail Aai-riran tn**!' jt-elou 
*ncrennat, (Inarantt^-d ftr 20 YFiRS 
wemr. Ciamloe at Expr^M Co’t aad if 
^ ** detcrih^d And a vnaderful 
•Mid hmek at oor erpenje. Tan HUte 
Natlilne- ntiufk^rtoff pay C. 0. D. ol 
ca'.y $5* 85 and watch ft Toura, Addiwn 

W' POYAL GTM WAtCM CO , 
D-pt. 84 A, 2C8 I)rarb«M-n St. , tUlCAUu! 



$ Via the Santa Fe Rouie. 

T Three times a week fruin Chicago ik 

^ and Kansas City. ^ 

T Twice a week f rom St. Paul and (ik 

f Minneapolis. 

Once a week from St. Louis and & 

^ Boston. 

T In inipro\ed wido-vestihuied A* 

^ Pullman tourist sleeping cars. ^ 

y Better than ever before, at lowest A' 

^ possible rates. 

• Experienced excursion conductors. ^ 

Also daily service between Chicago 
^ and California. 

* Correspondence solicited. 4^ 

^ T. A. GRADY. 

9 Manager California ToarUt Servioo, ^ 

C The Atebisoo, Topelta & Santa Fe Railway, ^ 

y 109 Adams Street, CHICAGO. ^ 



READERS OF THIS PAPER 
DESIRING TO BUY ANYTHING 
ADVEKfiSKD IN ITS COLUMN’S 
SHOULD INSIST UPON HAVING 
WHAT THEY ASK FOR, REFUSING 
ALL SUBSTITUThS OB IMITATIONS. 



Meat ajid Grain for Hens. 

When meat is giA'cn it is not necessary 
to allow much grain. F'or in.'^tance, if 
meat is fed at noon it Avill only be neces- 
6ar>’ to scatter a few handfuls of oats 
in each pen to keep the inmates at 
work- When a hen becomes too fat 
she Avill lay soft-shelled eggs. Wher- 
plenty of meat is to be had as one of the 
cheapest a.»-ticles of food a grea’er quan- 



I FISH TACKLE 

' SPOKTSMEX’S SUPPUE8 
CUEAl'ERtbw KL&EWHXRI 
bend iixap for o>t>l«fuc. 

POWELL 4 CLEMENT CO. 

'41SBslnSt..a.M ISKATL 



Top Snap 

Complete 
Double 
Ereeth tQ. 9 ) 
Loadtr^U ' 



cultiirists, a-s the3’ recognize the pro- 
ductiveness of such soils Avhere it ia 
possible to bring them into a state of 
cultjratjon. As muck soil settles great- 
ly in dr3’ing out, underdrainage by 
means of tiles should not be attempted, 
as the tiles have a tendency' to rise to 
the surface, and consequentl3' 
operate. The preliminary Avork of 
drainage should be done with open 
ditches at frequent distances. Then 
when the soil has become moderately 
well drained the tiles should be placed. 



/DeBuH’sN 

Cures all Throat and LunK Affections. 

COUGH SYRUR 



DISCO VERY; gives 
I quick relief and cures worst 
cases. Book of testimonials and lO days* treatment 
Free Dr. H. H. GREEN’S SONS, Box D, Atlanta, Ua. 



Better Salted to Them. 

Some of the amateur actors who are 
thinking of adopting the stage as a 
profession should tackle hack driving 
M A job. — Chicago Dailj V ews- 



CUBES WHERE ALL ELSE FAILS. 

Bast Congh Brmp. Tastes Good. Use 
to time. Bold by dmggists. 



1791 



J)r, ^ults PiUs cure Dyspepsia. Trials eofor^ 
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MiLLERSBURG. < 

NfW« Nnt«ft OMt1i*>r«d In Au«fc Aliout I'he Copper Colored 

C. W. Howard aud K. B. Bouldru at- i ^ I 

^nd^ the inangaratiuD at Fiaukfort ^^PlOtCtlCS* 

H. Kiuntar, formerly of this city, . There is only one cure for Contagious 
diea at Lezuigtou Monday aged sixty- di j j- u- iT i 

SIX 3 ears. D-c-aocd was a brother of Poison— the disease which has 

Mr^. Mary K Baxter, of this place, and completely baffled the doctors. They 

i> .M f\ ' . . n » 1 - _ _ •- X J« A 



nua Boulden, of Detroit. 



Advance a Step 

If yon have been in the habit of taking 
pills for your constipation and with poor 
resnlts, jnst try a botlle of Dr. Cald- 
well’s Syrup of Pepain and von will be 
surprised at the resnlts. Very pleasant 
to take 10c, 60c and fl.OO. For sale by 
G. S. Vardeu & Co 

Usefnl holiday presents are becomifg 
more popular eveiy >ear, and nothing 
is more useful than a pair of nice shots. 



A few days ago The News whs shown their efforts toward bottling the poison 
a land warrant by James Conway, of up in the blood and concealing it from 

Hooktown, given to his grandfather John ,yiew. 8. S. S. cures tlie disease posi- ! ^ dyspepsia, 

Conway by Patrick Henry, then the!.. , j doctois, visited mineral springs, 

(iovt-rnor of Virginia, for one thoussnd i lively and permanently by forcing out worse. 1 used Kodol Dys- 

acres, psrt of it b* lug the farm on which 6V®**V trace of the taint. pepsia Core. That cured me.” It 

he now lives. Ail of Kentucky was* I was afflicted with * terrible blood dlsea^ digests what yon eat. Cures indigestion, 

then the County of Fayette. Virginia ^blch wa^^pots sonr stomach heartburn and all forms of 

The warrant was dated iu 1784 and w.as , These soon broke oat iato dyspepsia. W.T. Brooks, 

written on parchment. Mr. Con wav m *i • 

Was captured by ihe British and In lianH j ■■ e^dui^d. Bef*or e"^I° U Pink leather goo<ls, rare perfumes, 

about that tim»», aud W’as taken to pR came conTlnced that the combs and brushes, stationery, gold 



, are totally unable to cure it, and direct t p^jyjg Thompson & I?grig can tit feet of 

1« Al «• . * ^ .a i-x - 



A„*»u.o«^PiBucAT.o. Landman. M. D„ 

** The Empire of the South*’* I.s- ’ 

8ued By the Southern Itailwiiy. jf No. 503 W. Ninth S •ii'cvL, ip/incinnati, 
“ The Empire of the Sjnth,” a 200- Ohio, 

page book, band^mel) illustrated, with Windsor Hotel. Paris, 

most complete information ever com- ^ 
piled regarding ;be Sontb and its iudns - 1 *' 

tries, is a valuable addition to any li- 1 TUESDAY, DECEMBER 12lh. 
brary. i 

This book is issued by tbe S«)nthern [ reiurmng every second Tuesday in each 
I Railway — having been compiled at large' inonth. 



Kodol 

Dyspepsia Cure 






all sizes. 



(dec8tf) 



Tlds book is issued by tbe S«)nthern | reinrmng every second Tuesday in each ; Digests what you ea^ 
Railway— having been compiled at large { .nonth. I Itartificlally digests the fOOd and ai*ly 

expense — and it is the handsumtst pub- j Reference: — Every leading physiciHLln . Nature in strengthening and l*iCO(\ 
lication of the kind ever gotten out. Paris. Kentucky. ' structing the exhausted digestive f/r' 



written on parchmeut. Mr. Couwav _ *w ** < . 

Was captured by ihe British and In liauH j e^dui^d. ^ef*or e"^I° U 1 V'iNK leather goo<ls, rare perfumes, 

about that tim»», aud W’as taken to j |PJ came conTlnced that tbe combs and brushes, stationery, gold 

Detroit and kept four years. When he > 0 doctoracoulddonogcKHh pens, Havana cigars— all suitable holi- 

retnn.ed his land had been settled on by QS if, Luir8Thich%a??ean^ presents-at Clarke & Kenney’s. 

SQu«.icrs, aud alter lawing for years _ thrown’ away. I then Pick out your presents and have them 

only procured part of it laid aside. ^ 

Mr. and Mrs. Jo Mock eutertaiued at ^ Give yon r cow a little cotton seed 

dve o’clock dinner Tuesday the follow- first ^ttle of 8. 8. s. I meal with her other feed. It costs hut 

ing young married folks: Mr. aud iras greatly improved little and she will give yon richer milk 

Mrs. F. B. Viiuont, Mr. and .Mrs W D i* nn. i on^i^ in return. For sale bv Geo W. Stuart, 

McIntyre, Mr. and Mrs Royce Aliev, StsrSiin to aSd Waller" anS directly opposite L. & N. freight depot. 

Mr. and Mrs. Ben Howard, Dr. N, Id. • ^ore long disappeared entirely. I regained ♦ 

McKinney auvl wife. Mr_ and_ Mrs 1 “T lost weight, W DeWitt’s Little Early Ki»«er8 pnrifj 

Ernst Henson aud Mr. and Mrs. Frank STell, and my^skln^as clear as a piece of glass. the blood, clean the liver, invigorate the 
Collier. H. L.Mtem.IOO M ulberry St., Newark, N.J. nyatem. Famous little pills for COU- 

Mrs. J. H. Williams is somewhat im- Do"’‘ ‘’“""w t Rrnoks 

nroved .cure by taking the doctor s treatment W. r. Brooks. 



doctors could do no good, 
I had spent a hundred 



lication of the kind ever gotten out. 

<’opy will be forwarded promptly t«» j 
any addrees upon application to W. A | 
Turk. General Passenger Agent, \^ash- 
ington, D. C., with 15 cents to cover 
postage. 

Hunting and fishing books. “ Land o’ 
the Sky ” pamphlets, maps and other 
illustrated literature mailed free to any 
addrees by 

Wm. H. Taylor. 

Asst. Gen. Pas.s Agt., 
oct-27-jan-l Louisville, Ky. i 



m 



Collier. H. L. Mtem, lOO Mulberry l 

Mrs. J. H. Williams is somewhat im- Don t destroy ^1 tossB 

cure by taking the doctor s ireatnieni. 

* of mercury and potash. These minerals 

Ladie will find rare bargains in all cause the hair to fall out, and will 
of hat-< at Mrs. Smith Clarke’s , wreck the entire system, 
during December. She wishes to re- ^ , 

dneeher stock i rOI* 

R dpn Biagnam, the niotiologist, I ThC 

humoner. violinist and impersonator i 1 iW> J 

k • *1 A. VWV A ' _ . 



S.S.S.% Blood 



W. T. Brooks. 



Mrs. Cornk Watson does not want to 
carry over h#‘r golf hats, sailors and 
walking hats, so she will offer them at 
Kss than cost fr«)tu now until ('hrist- 
tiiHS. Ladies should take a bxik at 



mas. 

them. 



dec39. 



D ' trading with Franlr “Our baby was cov^re«i with rnriMir.g ^ j 'j L. Silor^hin & Co 

.. A*.- ^ **aaa*a.«w« •*.*-! A* ^■nll A r ...a, .« fir.i. fi._i . 1 .. t 



He tjus received a full Stock of fre.sh Lores. DeWirtV Wit-h Haz“l -alv.- 1 
cann^‘d goods, pniues, dates, oranges, her” \ ‘•i>eciric for pills >u.<i i 



lemons and all kinds of fruits, a tull gkin diseas-.*'. Llevva -* of woitnlt-s*' 
stock of candies, cuts, toys, fine china, counterfeits. W. T. Brt'oks. 

etc., and on 18, ID aud 20th will sell you — 

nineteen pounds of granulated sugar for TUKKEYS 

one doi'iar Arbnckie coffee ten cents. 

2 t ... ' , . 



will <*oinii»eM<*o 



i*ecojv<* 



prices 



until 

C.S. ItIfENT & BKO. 



Miss Bessie Botts, the guest of Miss | i .. , v i>v the use of One Minute Ckuigh Cure. 

Lida Clarke, returned to Owiugsville i ^ iiffuiii on >o\ . - < tli, And Tjjjj, j.,Aiue<jy (juickly cures all forms of 

Tuesday. , will <*oiitinnt* ro<*t*i\ iiijj nt iiuirket throat and lung trouliles. Harmless 

'i,.. M. T. School will plai the K. U. ''"’.V pleasant to mitc. It prcvcots con«om|>- 

foot ball team ol Lexluptull, here tSatnr- ' . S. ItIfl'.NT ol Ifiivil. tion. A f^tone sjjeclHe for grlp^ and 

dav at Ihlee o’clock. MillerebnrK haa . ue"***.- . .c at . • aftei eftrC's. \\ . T. Brooke. 

played loar Karnes this season, aud ,he ^ II'-nnk s and Hh.nehart * Newton a 

stand IPlpoiu.alo# in her tavor. hoe candy- lu bos or bulk-at lorty I kki.p mv salt mdoora ont of th- 

cents per poiiuu. good enough 'or nio^r weather. Every barrel 1 send out is as 
Leonard Harvin and John Hunter at- nnybCHly. Dow & ?-PtA :s. fresh and clean as the d«y it was 

teu '«^d Ihe inauguration of Gov. Taylor, packefi. Geo. W. Stuart, opposite L. 

Tuesday. Stv-i tcu chi.AAa thut tif ra.-un fi ivt el III*- <& hi. freight depot. 



Menne's and llhinehart t'fe Newton’s 
fine c.Uuly- iu box or bulk— at f.u ty I kki.p inv salt indoors ont of thb- 
cents per pound, gi'od enough >or 'nio^r weather. Every barrel 1 send out is as 
anyboily. Dow & ttFIA :s. fresh and clean as the d«y it was 

. ♦»— . packeil. Geo, W, Stuart, opposite L. 

Stylish shoes that hf comfnrtaMe N. freight depot. 



Don’t forget the entertainmeot of .Mrs and are w'orth the pric»" ca alwavs l>e 
J. M. Beet’s elocution class to-uight at found at Davis, Thomson & IsgHg’s. 



the male college. Admission tea ceuis. Nothing more useful for a holi lay 
J. D. Booth, who lives jh-^ee miles Take a look whether you »»n\ 

from town, had a 400- Ih hog killed and ®*' ' • 

carried away by thieves. ^ ~ ~ ^ * ^a. 

^ ^ - PcKSOXS who want engrav-**! cardtf 

Wm. Wilson went to Bath yesterday . , a- « 

to see his father, who 18 very ill. or invitations of any description are 



The date of the B iptint Ovster Supper 1 to oall at The Bourbon 

bp been changed to to-uigni, at Mr. E. 1 office aud look at the very latest styles in 



P; Clarke's home, ppd all cordially ic 
vlted. 

The Judy heirs I ave sold theremaiu- 
ing 127 acres of the home farm to Mr. 
Henry Lettou at fifty dollars per acre. 

McIntyre and McCiiutock shipped 
two cars of cattle to Cincymati Tue sday 
nreht 

How about tho«e pictures, and chairs 
for ( hristuiHS, also wagons tor ihe boys. 
Call n\ d see luy line. Joe Mock. 

“Oie Minute CoughLure isihebtst 
reined r I ever used for coughs aud 
O"'.'' It is uneijualed tor whooping 
Chiluren all like It,” writes H. 
iMTPS, Geutryville Ind. Never 
t is the only harmless remedy 
ves iinme<ljate resnlts Cures 
<*oIds, hoarseness, croup, peuu- 
'•louchitis and all tbniat and 
L. A MiPle. Iis early use prevents 
coLtaniption. W. H’. Brooks, 

CiTOCK A'>0 TJRF N;£/VS 

Stiles ami TrannlVrn «)f Stock, Crop, Ktc-.* 
Turf Noten. 

J 1) Booth, of Bourbon, sold iu Cin 
oinna‘i la«;t week thirteen hhds, of 
t^^'Hoco at TO $10 



A irJSB 



these lines. Prices as low as Cincinnati, 
Louisville Philadelphia or New Yoik 
bouses. (tf) 

^ YEARS* 

experience 




' SAY 

“ Before my 
vri f e be gan ti s i u 
Mother’s Friend 
she could hardly 
g-et around. I do 
not think she 
could 

get I 

along 

without 

it now. She lias 
used it for two 
monthai And it is ^ 
a great help to 
her. She does 
^ e r housework 
without trouble. ” 



• 



Tradk Marks 

CoPy“Ri^;fT^’*c. 

Anyone eendlrg a sketch and description may 
qnlckly ascertain our opinion free wuettier an 
invention U probably patentable. Conmiiinlca- 
tions strictly confidential. Handbook on Patents 
sent free. Oldest af ency for secunug patents. 

Patents taken tnroueh Muun A Co. receive 
tptcial noticBt without c harg e, iu the 

Scientific jmicrican* 

A handsomely Illustrated weekly. Iisrsrest dr- j 
culatiun of any scientific lournal. Terms, f3 a 
year ; four months, fl. Sold by all newsdealers. 

MUNN & Co.®*"™"”"’’ New York 

Branch Office, 626 F St., Washington, D. C. | 

$2 WOKTH OF PRESENTS j 

fer 5ldc wuitk ot w»rk. Ws are giving 
away Watekss, Bicyclea, 8ewing<Ma- 
chinas, Gu^ Jko., <&c., to letr^noe ouf > 
pa{>or, PABITMA, a high cl»« iHustrated 
fsinily pHpsr of from Id to St ktrg* pages 3 1 
64 to ItDoolamaaof Cbotoa Gtoad Stories, 
Litaratura, AH, Haasor, Labtosa of 
Traval la iToralga Lauda, ike., ffio. Aud | 
all yen kaya ta 4a ta gat $4t woi th of 1 



Surviving members of the old 
firmot DUMMHC & CO. 
established over half a century. 

37 & 39 E. Fourth St., Cincinnati, 0. 

=^Holiday and= 
Wedding Presents 

When in Cincinnati you are cordially 
invited to call and examine late arri- 
vals of the most exclusive patterns in 

Sterling Silverware, Watches, 
Jewelry, Art Novelties, 
Diamonds, Fine Stationery, etc. 

Mail orders receive prompt and care- 
ful attention. Choicest goods sent 
on approval to patrons everywhere. 
Write and state your needs. 

37 & 39 E. Fourth St., Cincinnati, 0. 






each. Ssad lOo in staaa]M for ftill par- have met more ])eople having used 
ticulars, lo;» had of p r — i a ts and our Green's August Flower than any other 
j>ap«r, PAAOTlMjE. tor I l ont hs. Ad- remedv, for dyspepsia, deranged liver 
dresf TH& PAJIwMB iX>., Lowksvnie, ! and stoinHch, and for cjustipatiou. 1 



tor I 10 Orths. 




r. 



n. a • .-ir a V d! v 



I 1 P— \ X 

i C/ I % I V i i W i \ < 



CARPETS, 

WALL PAPER. ETC. 

FUNf^HAI. F’J?iN}SVllNGS 
f >r A c*^>4:L«u«s^ La 

Proxupuy. 

Day ’Plioiiu* 137. 

Nttfbt. lUO. 



^ ^ ^ ^ , ani ana ionic, jno oiner preparain 

HTD D nOT mQTFTM approach it in efficiency. It 1 
iJIi, li, UrUL*JJiiJ i Li *Ai stantly relievesand permanentlyc^’f 

' Tx • ^ ▼ a J ii. _ rr _ _ 



Of 544 Fourth A venue, Lou- 
isville, Ky., 

WUI be at the Windsor Hotel, Paris, Ky., 

On Moiichiy, December 18, 18l>9 



struct! ng tbe exhausted digestive Lr' 
gans. It is the latest discovered digestr 
ant and tonic. No other preparation 
can approach it in efficiency. It 
stantly relieves and permanently C’’re« 
Dyspepsia, Indigestion, Heartlr^iril. 
Flatulence, Sour StomaclL Nausea. 
Sick HeadachesGa8tralgia,CrampF,an<i 
all other results of imperfect digestiOB. 

Prepared by E. C. DeWitt ACOm Cf)icogo> 

W. T. Brooks. 



who is considered ihe best in the Wet,t, ia purely vegetable, and is the only pJlirin ill bhvh Snr- 

Will KIVB au entertainment at th« M. E. . bl^ remedy mineral'" ““ ''o 'o^pilee, 

Ghnr.-h Ihnreday niBht. 21-1.. L’' , Lt I enre,l Ihe... w.tn DAVitfa \Vi ch 
t^h.be,.. h. 0 tbe Lad.ee Lhm.h A..I | Books on the d.ee^aee an^^^ Hazel Salve” It is inlall.We for pilee 

fcocie.y A.in.isnon I w.nty-hve cents, ment mailed free by Swift SpecifleCom- Beccare of cnm.ter- 

.Mrs. F A. ,b»ues is still very ill of pany, Atlanta, eorgia. tVits. W. T Brooks. 

btjo. . Celia iu hti iifelil hand. 7! , -rr* 

- , r- 1 AN If Mrs. R. Lhurchill, Berlin V t., sa>s, Olives, Olive Oil, Chow Chow, 



J. B. (’lark. Peoria, 111., saya. Sur- 
geons wanted to oi>erate on me for piles, 



flUVA ciik: yv vai I u i iix_ vw v ** • r % rwi i_ 

found at Davis, TboiUMm & Isgng’s. Mis.s Annie E Gunning, Tyre, Mit-h , 

Nothing more useful for a holi lav says. “I suffered a long time from dys- 
present. Take a look whether you »mi\ la-peia, lost flesh and became very weak 
Q|. uoj decSt . Kodol Dyspepsia Cure eompleatlv cnrei* 

I jtie.” It fliy*>srs what yon eat aud cures 

PCKSOXS who want engrav **! cards I fonnw of stomach trouble. It never 

or invUstlons of s„y description sre w! T^Brtk," 



Mr, J. Sheer, .Sedalia. Mo., saved bis ' R«ni9.iv 

child’s life by One Minnie Coo. h Core I ** 

Doctors had given him up to die with | .. ■ 

croup. It’s an iofallible cure for congs, P* U ^ Q 13 r^TPTTQn^T 
colds, grippe, pneumonia, bronchitis ' L»il A O* iJ. 

M M >1 w W — w, 4 A 1 M /w 4w»^«w Vhl .. .A ^ I « I * 



amined aud glasses scieutificaliy a3: rERRV’S STOVE A\l) TIS STORE 



GtiEAT lyiAJEii.w 



and rhroat aod long troubles. Relieves 
at once. W. T. Blocks 



presents i» to get 30 mbscribeni at lOo ! ot the world, for ihe la>t ten years, 1 
each. Ssad Iw in staai]M for ftill par- | have met more ])eople having used 



(decStfj 



DENTIST. 



!i 



i ! 



m 



At Prsther’s If found the lerKcel snd , Bonrbon Bank, 

best assorted Stock of candies. 5t 

ilSjytf) 

On December 22, 23, 24, 25, 30, 31 am’. ' - ■ ■ 

July 1 the Frankfort and Cincinnati r^TTTT T TT V r\l TT7 

Railway will sell ‘excursion tickets to all rHj IH N llJ IT 

points in the South at low rates for the i ^ axa 1-.A L iXi 

holidays. rnn'MTTft'r 












MAJESTIC 
MFC. CO. 
ST. LOUIS. 



MAJESTIC 

nFG.ca. 

ST.LSLHS. 



' Dow' & SPKAi s have the tioeet line of 
eaiidieeiii Paris — Alligi etti’e, Plows, ^St 
Louis), Lowney’e and Prebles’ — always 
fresh. 

— • 

It takes hot a miunte t^> overcome 
i tickling in the throat and to stop a cough 



pleasant to take. It ]>revents consumj)- 
tion. A fauiouH specific for grippe and 
its after effrc’s. W. T. Brooks. 



remedy, for dyspepsia, deranged liver 



Pleurisy 

Pleurisy and pneumonia are fre- 
quently developed, in a very short 
space of time, from a common cold ; 
and, if such an acute inflammation of 
the lungs is not p'romptly allayed, 
the W’orst may hapj>en. With the aid 
of Dr. Bull’s Cough Syrup, however, 
you need not Inive any fear ; for this 
^ent remedy sjieedily subdues the 
inflammation, ea.st‘s the pain in 
breathing and always effects a core 
in a wonderfully short time. 




! PHILIP H. FOLEY. 

DENTIST 

Office over Varden’s drug store. 

Can be found at Hotel Fordhaiu at 
night. 

TT7IND0W 

■ MV GLASS, 
ALL SIZES. 

Paint. 









.&CSw ' ^ 



AIIVT 

.Bulls ^ALL KINDS. 

Cough Syrup = 

Clt^s Pleurisy and Pneumonia. AHTISTS*. 

Dc-ses arc ’..fill an,l pleasant to take. Doctors 

rccoinnicn.. iL. 1‘rice 25 cts. At all druggists* 

ATTENTION f.‘.!;meks. Holiss iii PaiiUiij, 

THOMAS’ STUCK MEDICI N'”. v-dj P;\PKR HANGING, 
cure Hog Cholera. The medn iu*^ cati 1 

be made at home for le.ss thau (i v^* c- ntr I \L*i^ 1 I HF’I V i'* 

a pound. Money refnuderl at aav time ^ rK A I 1 Au. 

within sixty days if uot sutict.-r- turv. • 

Price of receipts |l. Call at' Hoohbon i ~~ 

News office aud ga^h , C. A. Daugherty. 



HOUSE, 

FLOOR, 

liUGGV, 

ARTISTS’, 



''HE GREAT 

I have a complete line of the « reat 
Majestic ranL:e^. 

For gas fittiri:»s, house fnrnisbicrcs. 
piuuihitig uieial ro«>tiug, door and 
wiudi'w Hcn‘er;s, refriuerators, etc., i 
can give the b^st line for tbe least mou 

I 5 KNJ. PEltRY, 

PARI&, Ky. 



RAILROAD TIMK CARD. 

L. & N. R. R. 

ARRIVAL or TRAINS : 

From Cincinnati — 10:58 a. m.; 5:3^‘ d. 
m.; 10:10 p m 

From Lexington — 5:11 a. m.; 7:43 a. ra ; 

3:23 p. m : 6:27 p. m. 

From Richmond — .5:05 a. in.; 7:40- a. m.: 
3:18 p. IU. 

From Maysville — 7 45 a. ui.. 3:15 p. *U, 

OKPARTI Kl F TKAlNS: 

To Ciuciiiuati — lii ••''I H. Cl.; 
3:30 p. m. 

To Lexington — 7.50 a.m.. u-o., m.; 

5:45 p. m ? 10:H p. m. 

To Richmond — 11:10 a. lu.; 5 4;'. o a.; 
10:16 p. m. 

To Maysville — 7:.60 a. m.: 6:35 p. tn. 

F. B. Carr. Agent. 

















ERS, 



August Flower. 

“ It is a snipiisitig fact,” says Proi . 
llontoii, “ ihat iu my travels in all partf' 



SEVENTH AND MAiN STREETS, 

Wish to announce that their large 
and very complete stock of 



^vJ 



Mkg*^-ly i find for tonnsts aud salesmen, or for 

' ! persons filling offir*e position.s, where 

k iS : headaches and general bad feelings from 

j irr<^gnlar habits exist, that Green’s 

d u August Flower is a grand remedy. It 
I Joes not injure the 83 *stem by frequent 
use. and is excellent for sour stomachs 
and indigestiou.” Sample bottles free at 
J. A. Wilson's. Sold by dealers in all 
civilized countries. oct-27-ly 






ll, 



DRY GOODS, 



A Postmaster’s View of It. 
Bloomingdale, Lvd., Feb. 20, ’99. 
Pepsin Syrup Co. j 

Gentlemen:— After haviug given Dr. 
Juldwell’s Svrnp Pepsin a fair trial in 
ray family, I uuhesitatiugly pronounce 
it a great boon to all suffering from indi- 
gestion. coDstipation and dyspepsia in 
all their foruifi with all their train of 



BOOTS, SHOES, ETO. 

Has arrived and is now ready 

for inspection. 



f L I I - - " evil consequences. I have fought con- 1 

A WONDEJBPUL DlACOYfiRY* stipation and dyspepsia of a severe char- 
. , . , u * i* 1 I acter for 25 years, have employed tbe 



__ - « I gt'Hiiuu, cuupi.ipcii.iuu ttuu uyspepeia lu 

Nitfbt, lOO. I all their formfi with all their train of 

JL 1. f L I ■ - - ■ evil consequences. I have fought con- 

^ . . . A WONDEJBPUL DlACOYfiRY* stipation and dyspepsia of a severe char- 

is an external liniment for expectant .... u *. i* i u I acter for 25 years, have employed tbe 

mothers to use* It gives them Not •nly cures, b»t it Jceeps well. ] skilled puysicians that I could 

strength to attend to their household ** ^ i reach, have spent hundreds of dollars 

S almost to the hour of confine- more relief in this pleas 

tion that overcomes S i We .peak of that wonderfel lortromeot, „„^./pa,ioDS in life, I wish to say, hny it 

and nervousness. It is on'V | Elsetr*i.o.sa, an<i art yanr careful ^ P „ I ( 12 years at the 

remedy that rela.xes and rel'eyes the «i|m.o.t.on i.to 't haa | ,„, 3 „er’s desk, averagins 14 boor, 

sirain It is the only remedy that . wrought, A. P. Nmnally, of the Lr day, and know now if I had hsd 

ma’xes labor • t and delivery easy. | {Sierilrr8“ixp.JlwM i i-emedy years ago it would have 

It is the or' -H^i^edy that 

breasts in condition so th^ swelling | j friwds that this lastruraent 

or rising is impossible. Don t take ^ w.)nd»rfnl inwnfion. and Ii ’ ni • A i ^ i Yi 

m dicines internally. They endanger i ,.or vrirh mine If J could md Blooraing^le, lud. 

the lives of both mother and child. , addrees lor our book 

Mother’. Friend l.«.M by droggirt. tor SI. . price .re what . hr par.^.s.r wants. 

rrr.d for onr free iiio.trated book. p, , ^i.T Pounh Aveone, Looia- A" **>?® BOfranteed at Davis, Thom- 

»4 wadflcld Regulator Co„ Atlanu, Ga. vUl..Ky. json&Isgnga. (decStf) , 



Respectfully yours. 

W. M. McCoy. P. M., 
Bloorainsrdale, lud. 
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